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probably inaccurate. 


Adolph, Edward F. Physiological reg- 
ulations. 502p. 1943. Jaques Cattell Press, 
Lancaster, Pa., $7.50. 

American naturalist, Jan.-Feb. 1944, p.82. 1 p. 

“Despite its size this volume is not a general 
treatise on plysiological regulations. It is es- 
sentially a report on the author’s extensive ex- 
eriments... I take it that ‘Physiological Regu- 

tions’ is a tremendously important addition to 
the literature of physiology, but its contribution 
to evolutionary thought is limited to the exten- 
sive data which may be utilized by others, less 
adverse to philosophical interpretation.” 

_ Ainsworth, G. C., & Bisby, G. R. Dic- 
tionary of the fungi. 359p. 1943. Imperial 
Mycological Inst., Kew, England, $4.60. 

Botanical gazette, Dec. 1943, p.286. % col. 

“An attempt is made to list alphabetically all 
the cones names of oy (Eumycetes and Myx- 
othallophyta) tkat have been in use to the end of 
1939, including the systematic position, distribu- 
tion, and number of species of each genus. There 
are also short accounts of the chief families, 
orders, and classes of the fungi and of the bac- 
teria and lichens; definitions of words used in 
mycology; the common and scientific names of 
important fungi; and other matters of interest. 
such as culture methods and media and short bi- 
ographies of some of the pioneer workers in my- 
cology. Finally, an appendix gives G. W. Mar- 
tin’s Key to the Families of the Fungi... Re- 
resents a tremendous amount of work on the 
part of the authors, and it is highly recom- 
mended to all who! are interested in the fungi.” 
J. M. Beat, 


Albert, Arthur L. Fundamentals of 
= a 374p. 1943. McGraw, New York, 


Electricat world, Jan. 22, 1944, p.208. % col. 


“Unusually lucid explanations are given of 
the equipment and circuits required for modern 
telephony in urban, rural and toll service. In 
reparation for an adequate grasp of the refined 
oe of the systems there is helpful dis- 
cussion of the pertinent phenomena of sound, 
reverberation, acoustics, noise, attenuation, elec- 
trolysis and cross talk. f particular interest 
to power folk will be found a clear discussion of 
inductive interference, the basic principles of 
inductive co-ordination and the application of 
carrier frequencies. Any one who knows the 
fundamentals of electric circuits will appreciate 
the care the author takes to keep the treatment 
from becoming obscure.” 


Radio news, March 1944, p.40. % col. 

“An elementary book, intended for students 
and telephone workers, and is devoted exclu- 
sively to telephone communications . .. Th 
first three chapters present basic electrical 
theory. The fourth chapter is devoted to sound, 
speech, and hearing. Much of the material in 
these chapters is taken from a previous book of 
the author's: ‘Electrical Fundamentals of Com- 
munication,’ and many of the illustrations, ex- 
amples, and diagrams are from that book. Cau- 
tion is advised to those who have read the pre- 
vious book that although it is advisable to pass 
over these opening chapters, care should be 
taken not to overlook essential material, be- 
cause much information pertaining directly to 
telephony appears in the first four chapters. 
The following chapters consider such subjects 
as telephone transmitters, receivers, telephone 
sets and circuits, telephone lines, manual tele- 
phone systems, dial telephone systems, loading, 
telephone measurements, noise and cross-talk, 
and repeaters and carriers. At the end of each 
chapter are review questions and problems to 
assist the student.” 

Alelio, Gaetano Francis d’. See D’Alelio, 
Gaetano Francis. 

Allen, Charles H. Is small business 
doomed. Forbes, New York, $1. 

National petroleum news, Feb. 9, 1944, p.16. 


col. 

“Truths that fit right in behind the cause of 
small Independent oil men are clearly and force- 
fully set forth . .. There are nine chapters... 
It is a story that every oil man, major and Inde- 
pendent, should read, and a story that each could 
well give to associates. Every stockholder of 
every small enterprise stould have a copy. The 
as is timely at the moment because of the 

attle being made to get small business a living 

deal under the New Deal’s tax laws. It is the 
argument on which every congressman should 
base immediate and radical revision of business 
taxes. We recommend it highly.” ‘ 

American Foundrymen’s Association. 
Symposium on malleable iron melting. 
243p. The Association, Chicago, $3. 

Foundry, Feb. 1944, p.181. % col. 

“Contains 15 papers relating to the subject. 
Ten of the papers were presented at the 1943 
annual meeting of the association while the re- 
maining five were presented in previous years. 
Topics covered by the papers include information 
on different types of melting units and results 
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obtained, refractories, thermal balances, measur- 
ing and controlling temperatures, and develop- 
ments in melting malleable cast iron.” 


American Iron and Steel Institute. Pack- 
aging, marking & loading methods for 
steel products for overseas shipments. 


215p. 1943. The Institute, New York, $2.50. 

Iron age, Dec. 9, 1948, p.122. 10 1. 

“A new steel products manual describing pack- 
aging, marking and loading methods for steel 
roducts destined for overseas shipments has 
just been issued . . . The manual was prepared 
y the Committee on Packaging, Loading and 
Shipping Problems of the institute aided by gov- 
ernment officials.” 

Machinery (New York), Jan. 1944, p.216. 7 1. 

“Contains instructions approved by the Army 
Service Forces, the Navy Department, and the 
U. S. Treasury (Procurement Division) for wrap- 
ping, tying, boxing, marking, and loading various 
steel products for overseas shipment.” 

Steel, Jan. 24, 1944, p.78. col. 

Welding journal, Jan. 1944, p.66, 68. % col. 

“In preparing the instructions, many consulta- 
tions were held with purchasing missions repre- 
senting the British Empire, China, U.S.S.R., the 
Fighting French, Belgium, the Netherlands, Ice- 
land and Turkey.” 

American Society for Testing Materials. 
A.S.T.M. methods of chemical analysis of 
metals. 323p. 1943. The Society, Philadel- 


phia, $3. 

Canadian chemistry and process industries, 
Jan. 1944, p.54. % col. 

“Principal divisions of the book are the sec- 
tions on apparatus and reagents, ferrous metals, 
non-ferrous metals and sampling. Under ferrous 
metals, steel, cast iron, open hearth iron, 
wrought iron and ferro-alloys are covered, while 
the non-ferrous section contains methods for 
metals and alloys of aluminum, magnesium, cop- 
per, zine, nickel, lead, tin and silver. Spectro- 
chemical methods of analysis are considered in 
relation to Ligh grade pig lead, the analysis of 
zinc for lead, iron and cadmium, and _ the 
analysis of zine alloy die castings for minor con- 
stituents and impurities. Any procedure required 
is quickly located through a very complete 20- 
page index of methods.” 

Foundry, Feb. 1944, p.152. % col. 

“An important new feature is the tentative 

recommended practice for apparatus and _ rea- 
ents for chemical analysis of metals, Other 
helpful material published as information gives 
methods for chemical analysis of special brasses 
and bronzes and of white metal bearing alloys; 
also a procedure for aluminum in solder metal, 
and methods of sampling wrought metals and 
alloys for determination of chemical composi- 
tion.” 

American Society for Testing Materials. 
A.S.T.M. standards on textile materials; 
with related information. 458p. 1943. The 


Society, Philadelphia, $2.25. 

India rubber world, Feb. 1944, p.512. % col. 

“Methods of testing, specifications of textiles 
and related materials, and definitions and terms 
developed by Committee D-13 of the Society and 
considerable other data and related information 
useful to those who deal with textile materials 
are included.” 

Rubber age, Dec. 1943, p.274. 111. 

“In addition to each of the 78 standard specifi- 
cations, tests, and definitions, etc., issued by the 
A.S.T.M. in its work in the field of textiles, this 
‘ . compilation of textile standards includes 
considerable related information and data on 
calculation of number of tests for textile ma- 
terials, a yarn number conversion table, humid- 
ity tables, and abstracts of papers delivered last 
year. There are also several tests published for 
information and comment, including one on ac- 
celerated aging, and another on designation of 
yarn construction. An extensive glossary of 
terms gives a list of man-made and natural fi- 


bers, defects in woven fabrics, and terms relating 
to hand of fabrics.” a 


Arnold, Henry H., & Eaker, I. C. This 
enlarged. 


flying game. Ed.3, revised an 
323p. 1943. Funk, New York, $3. 

Aero digest, Feb. 1, 1944, p.192. 7 1. 

“An informative and absorbing book by two of 
our great air warriors who have not only partici- 
pated in the active building of an air force, but 
look boldly ahead to a peacetime future and por- 
tray the trades and professions that will enter 
the aircraft field.” 


Bachmeyer, Arthur C., & Hartman, Ger- 
hard, ed. The hospital in modern society. 
768p. 1943. Commonwealth Fund, New 
York, $5. 

American journal of nursing, Feb. 1944, p.193. 


col. 

“A collection of readings in hospital adminis- 
tration and service selected from kLospital and 
nursing periodicals . . . intended, according to 
the authors, for the hospital administrator or 
administrative assistant, the department head, 
and the student in hospital administration. The 
reviewer believes that it should also find its way 
into the personal libraries of a great many nurses 
and into the libraries used by students in basic 
and graduate nursing courses. The director of a 
nursing school or nursing service will find much 
in it to orient her to the institution in which 
she serves ... Typographically, the book is very 
pleasant to read. Because of the nature of its 
contents, and the fact that it brings together in 
one place a great deal of the important peri- 
odical literature in its field, it should find a place 
in many nursing libraries.” H. W. M. 

Hospital management, Jan. 1944, p.33. 1 col. 

“Because of the great scope of the work the 
field of hospital administration is deeply indebted 
to the two editors. Because of their unques- 
tioned scholarship, their training, their experi- 
ence and their broad outlook it goes without say- 
ing that the material has been handled with a 
discernment and a thoroughness demanded in a 
task such as this. There may be, no doubt there 
will be, many differences of opinion about the 
type and quantity of material presented in the 
various categories. The person whose major in- 
terest is pharmacy, for instance, may feel that 
this department has been slighted by depending 
too heavily on a committee report. There may 
be some who will feel that some of the special 
services could have been handled in a more 
comprehensive manner. Indeed, every thought- 
ful student of the book probably would change 
this or that to suit individual views. But the 
mere accompliskment of this gigantic task 
dwarfs individual opinion. The fact, too, that 
the editors provide comprehensive references for 
future reading at the end of each chapter not 
only is a welcome feature of the book but it 
will go far toward satisfying those whose pre- 
ferred material may not have been embraced be- 
tween the covers ... Pays a splendid tribute to 
the late Dr. S. S. Goldwater by presenting nine 
of his articles, far more than any other indi- 
vidual.” 

Bahr, Philip Manson-. 
Bahr, Philip. 

Banning, Kendall. Our army today. 
259p. 1943. Funk, New York, $2.50. 

Army ordnance, Jan.-Feb. 1944, p.135. 10 1. 

“The author, who did such a fine Job in writing 
‘West Point Today’ and ‘Annapolis Today,’ has 
done equally well with this subject. Confronted 
with the usual censorship on items of military in- 
terest, he has presented the most complete pic- 
ture of the soldier—who is your boy and my 
boy—from induction through training and into 
combat. Hundreds of anecdotes, brilliant humor 
as expressed only by the men of arms, human 
interest, and facts are kere. It is delightful 
reading for one with casual interest—and will 
make you live with your soldier if you have one 
of your own in the service.” 7. K. V. 


See Manson- 


Bender, James F., comp. NBC hand- 
book of pronunciation. 289p. 1943. Crowell, 
New York, $2.75. 

Radio-craft, Feb. 1944, p.319. col. 

“In radio communication, by voice as well as 
by other means, a standard set of signals is a 
necessity. True it is that the vagaries of pro- 
nunciation displayed by our news commentators 
and announcers are more likely to cause aes- 
thetic pain than confusion to the listener. What- 
ever the combination of compelling factors may 
have been, NBC has brought out a book for the 
Fa eee of its announcers, with the aim of in- 
roducing a standardized and uniform pronuncia- 
tion of Englisk and foreign words... The com- 

er has, with considerable care and effort, se- 

ed 12,000 words and given each the pronun- 
ciation to which he believes it is entitled by the 
weight of og usage. No alternative forms are 
given, but in some cases the same word appears 
under two heads. Not only place names, but 
other often-mispronounced words are included, 
and indeed make up the bulk of the book... 
Slight inconsistencies are to be expected in a 
work of such difficulty, and do not detract from 
its value. ‘The Handbook is likely to be of 
value not only during the war, but permanently 
useful to persons interested in accurate speect..” 


Bennion, Edmund B., & Stewart, James. 
Cake manufacture; a complete handbook 
covering the fundamental principles, appli- 
cations and manufacture of flour confec- 
ene: Ed.2. 200p. 1942. L. Hill, London, 

Is. 

Food industries, Feb. 1944, p.140. % col. 

“Though published in England, this book is of 
just about as much value to American food men 
as to those in the British food industry. This is 
true because it is not a book of formulas. Better, 
it is a volume designed to give the reader a good 
working knowledge of the materials and the 
processes employed in cake making. Since em- 
phasis is placed upon the necessity for producing 
cakes of a high degree of quality and uniformity, 
special attention is devoted to the methods used 
for evaluating raw materials and for tke tech- 
nical control of processes. Summaries of stand- 
ard recipes are included in the book as a guide 
. ... Contains new chapters on chocolate, jams 
and jellies, the development of high-ratio cakes 
and wartime confectionery problems.” 


Berlin, Mary K., and others. Graphic 
seats. 442p. 1943. Gregg, New York, 


Journal of business education, Jan. 1944, p.33. 
0 


col. 

“An all-shorthand dictation textbook for the 
learner who has completed shorthand theory. The 
eighty lessons, sixteen sections of five lessons 
each, provide material for the usual higk school 
term of shorthand dictation. The units of this 
book have been organized to emphasize the prob- 
lems that trouble the learner in his transition 
from basic shorthand to practical machine 
transcription ... Provides for such a variety of 
well-planned learning activities in the transition 
stage that it should stimulate both the teacher 
and the learner to more persistent attack of the 
many problems that often ‘plague’ the learner in 
his adjustment to machine transcription.” 

Berman, Harry H., & McCrone, H. W. 
Applied safety engineering. 189p. McGraw, 
New York, $2. 

Bus transportation, Jan. 4 col. 

“The opening chapter is devoted to basic con- 
siderations, and then the fundamental require- 
ments for a successful program are stipulated 
under the heading Getting Down to Cases. Sub- 
sequent chapters include discussions on How to 
Make Investigations, How to Write Safety Rules 
and Regulations, How to Write Safety Messages, 
How to Hold Safety Conferences, How to Make a 
Safety Talk, and the important topic How to 
Make a Safety Inspection.” 
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Edison Electric Institute bulletin, Feb. 1944, 
63. % col. 


Electrical world, Jan. 22, 1944, p.208. % col. 

“Emphasis is on facts behind accidents, how 
they can be brought out in investigation, re- 
pane and corrections recommended. Treatment 
s essentially by case method with sample docu- 
ments. Examples are of a ladder, a crane, a 
scaffold, (goggles), crew transportation 
(traffic), handling concrete forms. ‘How’ is 
stressed for the guidance of those who know the 
arguments for safety programs. The latter third 
then gives wholesome advice on how to write 
rules (the samples tie in with the cases named), 
how to make talks and conferences effective.” 

Factory management and int ce, Feb. 
1944, p.306. 10 1. 

“Deals with accidents and near accidents as 
eases. Each case is analyzed and carried through 
various successive steps to discover the correc- 
tive measures needed to prevent recurrence of 
similar accidents.” 

Better Homes and Gardens. Gardening 
guide. 170p. Meredith Pub. Co. Des 
Moines, Iowa, 75c. 

Extension farm-news, Jan. 1944, p.4. %4 col. 

“County farm and home agents who are in- 
terested in a complete and well assembled publi- 
cation on all phases of gardening should get a 
copy of ... ‘Gardening Guide’. . . The material 
. . . is profusely illustrated both in black and 
white and color, and the subject matter is pre- 
sented in a most attractive manner. Every phase 
of vegetable and fruit growing is covered in tke 
first 55 pages. Landscaping, garden accessories, 
such as pools, terraces, gates, small greenhouses, 
coldframes, hotbeds, are shown in detail, in the 
next 20 pages... [Contains] information that 
every homemaker should have at her finger tips. 
This is a publication that will be referred to con- 
stantly by those who are fortunate enough to 
secure a copy.” 


Biddle, W. Earl, & van Sickel, Mildred. 
Introduction to psychiatry. 358p. 1943. 


Saunders, Philadelphia, $2.75. 

Public health nursing, Jan. 1944, p.46. 1 col. 

“Written, according to its authors, ‘. . . pri- 
marily for nurses and nursing attendants; for 
tkey are with patients for longer periods than 
any other group, and are... in a position to 
exert powerful influence for the patients’ bene- 
t’ . . . Simply written, easily read and covers 
the field thoroughly.” Pearl Shalit. 


Bradford, Louis J., & Guillet, G. L. 
Kinematics and machine design. 357p. 1943. 


Wiley, New York, $3. 
pee (New York), Jan. 1944, p.216. % 


“Recent developments in technical instruction 
have brought forth courses in machine design 
that are shorter and more condensed than those 
formerly offered. Students in these courses 
need to know the language of machine design and 
the standard methods of designing the ordinary 
machine elements, as well as to be grounded in 
the more essential parts of kinematics. In order 
to furnish a text suited to short combined courses 
of this character, this book has been prepared 
by consolidating the texts of two books pre- 
viously used in giving fundamental training to 
college students in mechanical, electrical, 
industrial engineering.” 

Product engineering, Feb. 1944, p.142. * col. 

“With the objective of making available a 
text which meets tke requirements of short 
courses that combine kinematics and machine 
design, the authors have set forth methods for 
sa en ordinary machine elements such as 
earings, friction clutches and brakes, shafts and 
couplings, screw fastenings, gears and gear 
trains, belts, chains, springs, flywheels, flat 
plates and cylinders. The section on kinematics 
deals with the fundamental concepts of motion 
and velocity, then — these considerations 
to the basic mechanisms. Numerous problems 
are included to give the student practice in ap- 


and 
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plying the rules and formulas developed in the 
ext.” 


Branche, Margaret. Freeze “it. 34p. 
c1943. The Author, Towanda, Pa., gratis 


unbound. 

Ice and refrigeration, Feb. 1944, p.105. % col. 

“Written from experience, explaining the lat- 
est ideas, time saving details and methods for 
the home preservation of foods by quick freezing. 
Instructions are given on wrapping and packag- 
ing materials, blanching vegetables, preparing 
and packaging vegetables, fruits and meats, de- 
frosting frozen foods, and time saving sugges- 
tions. It attempts a tie in of the locker plant 
operator and the home freezer owner so as to 
make the locker plant the center of freezing 
functions after the war. Written for distribu- 
tion to the consumer, it is illustrated througk- 
out and should make a valuable booklet for those 
who are interested in the home freezing process.” 

Bredow, Miriam. Handbook for the 
medical secretary. 253p. 1943. McGraw, 
New York, $2.25. 

ae journal of nursing, Feb. 1944, p.196. 


col. 

“Although some of the contents of this hand- 
book are of less importance to the nurse in the 
doctor’s office, those chapters dealing with sub- 
jects pertaining to straight secretarial services 
should be invaluable to the nurse-secretary. The 
author is dean of women of the Eastern School 
for Physicians’ Aides and she writes with au- 
thority .. . Well organized; each chapter closing 
with a brief summary and a quiz on the con- 
tents . . . Equipped with this little volume and 
a standard secretary’s handbook, most nurses 
would find themselves well started on the road 
to efficiency in the rédle of secretary to a physi- 
cian.”’ Mabel Detmold, 

Brimm, Daniel J. Air acrobatics are 
easy. 133p. 1943. McGraw, New York, 


$2.50. 

American aviation, Feb. 1, 1944, p.11. 12 1. 

“This work comes to you in a box 14x22. 
At first glance, it looks like a child’s toy, but it 
turns out to be a device showing how it feels 
to do air acrobatics. And you don’t have to 
leave your favorite chair by the fire to capture 
that feeling. The device is called ‘The Aero- 
scope.’ It differs from the usual illustrations 
of acrobatic maneuvers in that it gives the cock- 
pit view, rather than what is seen by an ob- 
server. A 133-page pocket manual on acrobatics 
is included.” 

Brink, Victor Z. 
through internal auditing. 55p. c19 
Institute of Internal Auditors, Inc., 


Liberty St., New York, 50c. 

American Gas Association monthly, Feb. 1944, 
p.79. % col. 

“In Dr. Brink’s book, the Institute has en- 
deavored to present a concise, non-technical de- 
scription of modern internal auditing, and the 
many vital functions it fulfills for progressive 
business management. It is the author’s purpose 
in this volume to point out how business man- 
agement can best utilize the internal auditing 
staff; how, as a tool of management, internal 
auditing has progressed beyond the arithmetic 
verification of accounts, and how it has become a 
complete intra-company financial and operational 
review.” 

Brown, James E. Accounting and con- 
trol manual. 45p. Cooper-Bessemer Corp., 


Mount Vernon, Ohio, gratis. 
Modern industrial press, Jan. 1944, p.70. 4 


Managerial control 
43. The 
120 


col. 

“Summarizes the successful methods used by 
The Cooper-Bessemer Corporation, to control 
operations at their plants . . . Originally com- 
piled to acquaint their own employees with vari- 
ous departmental functions, the regulation of 
which enables management to assure continued 
profitable production of the companys products, 


this attractive . . . booklet is now offered to 
others as an educational aid in furthering their 
knowledge of principal methods and procedures 
essential to plant operation . . . Subjects cov- 
ered . . . include operations of the company’s 
machine shops, foundries and assembly floors. 
with detailed descriptions of the methods use 
for controlling engineering design, ordering, re- 
cording and storing materials, purchasing, time- 
keeping and inspection, production, payroll and 
inventory, and all other departmental activities 
associated with the fabrication and distribution 
of the company’s products. A comprehensive 
flow cLart of standard costs and variances is in- 
cluded as well as a glossary of office, shop and 
roduct terms and principal part designations 
or their Diesel engines, gas engines, and 'l'ype 
GMV compressors.” 


Carhart, Arthur H. Outdoorsman’s cook- 
book. 211lp. 1944. Macmillan, New York, 
$1.95. 

Natural history, Feb. 1944, p.95. % col. 

“This book for the outdoorsman, as the title 
implies, does not assume to add anything to our 
knowledge of wildlife. Nevertheless, the success 
of every trip in the field.—be it for photographie 
agg or for the studying of wildlife, collect- 
ng, scientific research, hunting, fishing, or just 
plain camping,—depends on the health of the 
party ... The author gives complete nutrilious 
menus for each day of a trip... The reader is 
told how to estimate the amount of food neces- 
sary for a given trip, how to pack it, and the 
number of camp cooking utensils required, in- 
cluding the size and type of cooking stoves. ‘The 
average individual has not the remotest idea how 
to butcher game or use it to the best advantage. 
Meat spoils quickly in summer if not properly 
protected; on the otLer hand it is not advisable 
to eat a freshly killed animal. All this is ex- 
plained very clearly, with accompanying dia- 
— by Mr. Carhart. Furthermore, he tells 

ow to purify drinking water, and there is a 
chapter on how to build the various types of 
campfires. In fact, every angle on the prepara- 
tion and cooking of food in camp is carefully and 
adequately planned. Anyone following the in- 
structions cannot help but make a success of the 
food end of a trip . .. Illustrated wilh dia- 
— ... Has a complete index.” George Good- 

n. 


Caverly, Don P. Primer of electronics. 
235p. 1943. McGraw, New York, $2. 

pers contracting, Feb. 1944, p.130. % 
co 


“The text is concise and written in a Janguage 
free of all technical complexities. Yet, in view of 
the author’s background, it is authoritative and 
complete... Takes the reader step by step from 
the atom and the electron through electric cur- 
rent, magnetism and electro magnetic radiation 
to an understanding of simple radio tubes, flu- 
orescent lamps, cathode ray tubes, ignitron, thry- 
ratron, and other tubes and their basic connec- 
tions for practical purposes. Over 200 specially 
prepared illustrations are an important factor in 
the clarity of the treatment.” 

Electrical manufacturing, Feb. 1944, 

222. % col. 

“May be particularly useful for providing a 
working background of electronic principles to 
those members of an engineering organization 
who are not, themselves, engineers. Although 
much has been said and written on the subject 
of electronics, there remains a huge appetite for 
additional information today largely because the 
customary channels of disseminating information 
to the public are congested and space is scarce. 
The publisher describes the author as one of the 
few men he has been able to find who has both 
technical training and experience as well as the 
ability to stick to simple language. In this 
volume, he begins with the fundamentals and 
casually progresses through an exposition of elec- 
tronics, electric current, and early explorations 
= Simple line drawings accompany 

e text. 


p.220, 
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Electrical west, Feb. 1944, p.10. % col. 

Blectrical world, Jan, 22, 1944, p.207. % col. 

“This is not quite ‘basic English,’ but it is 
about as elementary an ushering into the con- 
cepts of electronics as is conceivable. There are 
even many professing to know about conven- 
tional power-electricity who will welcome the 
very simplicity of language. Familiar ideas about 
sound, light, radiant heat, ultra-violet, X-rays 
and subsonics are drawn upon in elucidating 
emission, electromagnetic radiation, rectification, 
amplification, fluorescence, photo electricity, tele- 
vision and the electron microscope. And, be it 
said, very few liberties are taken with the hy- 
potheses expounded in advanced treatises.” 

Radio-craft, Feb. 1944, p.319. % col. 

“Thousands of men and women engaged in the 
electrical-electronic industry know little about 
the products with which they deal. To give 
them some acquaimtance with tke science of elec- 
tronics, and with the principles of operation of 
the devices they handle, this book has been 
written. It is the aim of the author to digest the 
basic principles involved in the behavior of elec- 
trons in such a way that they may be understood 
by the average individual. Further, he intends 
to present his subject so that the reader may 
‘peruse the book with an interest such as he 
might show in his newspaper or a novel’.” 

Clendening, Logan, & Hashinger, E. H. 
Methods of treatment. Ed.8. 1033p. 1943. 
Mosby, St. Louis, $10. 

Journal of the American Medical Association, 
Jan. 15, 1944, p.199. le 

“This big book evidently has met a need and 
has satisfied thousands of physicians. It covers 
a huge field, including such brancles as pediatric 
treatment, physical therapy, ate and 
anesthesia. Doubtless wisely, the two main au- 
thors have got a number of men to help them in 
writing special chapters ... To be recommended. 
As would be expected from the fact that Clen- 
dening is editor, the English flows easily.” 

Cobb, Stanley. Borderlands of psychi- 
atry. 166p. 1943. Harvard Univ. Press, 
Cambridge, Mass., $2.50. (Monographs in 
medicine and public health, no.4.) 

Scientific American, Feb. 1944, p.95. 12 1. 

“Series of essays on body and mind; parallel 
evolution of speech, vision, and intellect; speeck 
and language defects; functions of the frontal 
areas of the human brain; anatomical basis of 
the emotions; consciousness; fits; psychoneu- 
roses ; psychosomatics. Based on lectures by this 
psychiatrist professor of neuropathology at Har- 
vard Medical School. Aimed mainly at medical 
readers. Not very well organized. Not always 
very coherent.” A. G@. J. 

Colling, R. C. See Dirlam, Clyde Nixon, 
and others. 

Cross, Roy. From a chemist’s diary. 
315p. 1943. Kansas City Testing Labora- 
tories, Kansas City, Mo., $3. 

‘ Pee and engineering news, Feb. 10, 1944, 

“Roy Cross, president, Kansas City Testing 
Laboratories, has written one of the most enter- 
taining books of the year. He takes the reader 
through a considerable portion of the realm of 
applied chemistry, past, present, and future. It 
is age eee 4 a ‘must’ on the reading list of chem- 
ists, chemical engineers, and particularly busi- 
ness men.” 

D’Alelio, Gaetano Francis. Laboratory 
manual of plastics and synthetic resins. 
134p. 1943. Wiley, New York, $2. 

Aero digest, Jan. 15, 1944, p.204. 6 1. 

“Supplies essential technical data for per- 
forming laboratory experiments and analyzing 
those materials used in the manufacture of plas- 
tics. For practicing chemists, chemical engi- 
neers and manufacturers.” 

Bulletin of the Electrochemical Society, Inc., 
Jan. 1944, p.10. % col. 


“This book . . . is the first in its field to come 
to the attention of the reviewer and is a broad 
step forward in tke field of plastic instruction. 
The author has prepared the manual for use in 
college instruction of men who are already well 
founded in organic laboratory technique ... 
From start to finish, the book has been prepared 
with care and is based on the experience of the 
author in the plastics laboratories of the Gen- 
eral Electric Company and the Pro-phy-lac-tic 
Brush Company. It skould prove to be an active 
stimulus to the organizing and introduction of 
laboratory courses on the chemistry of plastics 
in our institutions of higher learning.” W. D 
Turner. 

Davis, John Eisele. Principles and prac- 
tices of rehabilitation. 211p. 1943. A. S. 


Barnes, New York, $3. 
9 ional state medical journal, Feb. 1944, p.192. 


“Outlines the author’s great experience. Such 
books become of increasing value as the period 
of war excitement reaches its climax. The author 
clearly sets forth his viewpoint which is that the 
individual is primary and his wants, interests, 
needs, and capacities are the bu‘lding stones with 
which to build the rehabilitated person. Most of 
us physicians should study this small volume.” 

De Lemos, John Thomas. Planning and 


producing posters. 54p. 1943. Davis Press, 
a 44 Portland St. Worcester, Mass., 


Signs of the times, Feb. 1944, p.62. %4 col. 

“The first new book on posters published in 
the United States since 1939 .. . illustrated with 
working drawings and photographs, with some 
examples of work by students and some of the 
recent war posters. The volume is essentially 
for students. ‘Suggestions on Color,’ ‘Points on 
Lettering,’ with two basic poster alphabets, and 
chapters on spatter work, silk screen printing, 
and airbrush work make up the text.” F 

De Longe, Merrill E. Modern airfield 
planning and concealment. 167p. 1943. Pit- 


man, New York, $4. 
Aero digest, Jan. 15, 1944, p.204. 8 1. 
Aviation equipment, Jan. 1944, p.132. % col. 
“The development of concealment in airfields, 
treated with authority by a pilot who has viewed 
the problem from above, from the ground and in 
the drafting room. Based on his understanding 
and experience, Major Merrill E. DeLonge, Army 
Air Corps, draws his distinctions between camou- 
flage and concealment and describes the relative 
advantages of artificial and natural cover. In 
simple fashion, he discusses such topics as turf 
fields versus concrete runways, problems of dis- 
persion, of the locations of hangars, and of the 
protective pens in which planes may be kept. He 
tells Low to solve this problem in terms of dol- 
lars and cents. To sy carry out this program, 
it is explained that the best brains of many fields 
will be necessary and the method of their opera- 
tion is also covered . .. A sort of a guide to 
the future planning and operation of airfields 
and lays the groundwork for their planning.” 
Western flying, Jan. 1944, p.150. % col. 
“Offered as a guide to engineers and to all who 
must concern themselves with the planning and 
operation of our airfields.” 
Deming, W. Edwards. Statistical adjust- 
ment of data. 261p. 1943. Wiley, New York, 


.50. 
Chemical and engineering news, Feb. 10, 1944, 
200. 71 


“+A” practical reference and text including uni- 
fication of different kinds of problems under one 
general principle and solution; statistical pro- 
cedures for curve fitting and other adjustments 
by least squares; also skeleton table forms for 

Dene, Shafto. Trail blazing in the skies. 
78p. 1943. Goodyear Tire & Rubber Co., 


Akron, Ohio. 
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Rubber age, Jan. 1944, p.3864. % col. 

“The history of aeronautics, closely entwined 
with the growth and development of the Good- 
year Tire & Rubber Co., which has made several 
outstanding contributions to the aeronautical 
art, is told . . . Replete with historical data— 
the first airplane tire, coming of commercial air- 
ships and balloons, organization of the first blimp 
fleet, creation of the Akron and the Macon, de- 
velopment of the modern fighting craft, self- 
sealing gasoline tanks, life-saving equipment, and 
lighter-than-air in modern warfare. Of special 
interest is a — picture section which em- 
phasizes the developments discussed in the book.” 


De Ville, Eric. 1,000 questions and an- 
swers for A.T.C. cadets. 96p. 1943. Hutch- 


inson, London, 2s. 

Flight, Dec. 30, 1948, p.721. 121. 

“Split up into ten apters under their vari- 
ous subjects, such as aircraft, theory of flight, 
instruments, engines, navigation, ete., this im- 
posing collection of 1,000 questions and answers 
forms a very useful little handbook for the en- 
thusiast'e A.T.C. cadet to carry in his pocket. 
Obviously intended for easy reference and rapid 
revision work in the course of his studies, one 
can imagine it no less handy for settling those 
innumerable arguments which cadets thrive upon 
whenever they foregather. Of course, the infor- 
mation contained cannot be absolutely exhaus- 
tive, but by the time any cadet literally knows 
= ys answers, he will probably be an Air Mar- 
shall 

Dirlam, Clyde Nixon, and others. Mod- 
ern building inspection; the building in- 
spector’s handbook; compiled, edited and 
arranged by R. C. Colling. 404p. 1942. R. C. 
Colling & Associates, 124 W. 14th St, 
Los Angeles, Calif., $5 


news-record, Jan. 18, 1944, p.95. 


col.. 

“Fills a long felt want and should be read by 
every member of every building inspection de- 
partment and also by every architect, engineer 
and draftsman engaged in the preparation of 
plans and specifications for submission to such 
departments . .. The reasons for a building code 
and for its proper administration are well set 
forth. Specimen codes with suggested means of 
adoption and enforcement are included as are 
also suggested clauses providing for protection 
against stresses produced by lateral forces 
(earthquakes), incendiary bombs, gas attack, air 
raids and sabotage ... Every architect, engineer 
and inspector engaged in work involving public 
safety should read the various sections devoted 
to the duties and responsibilities of the engineer 
to Lis client and to the public as set forth by J. 
A. Iu. Waddell in his work on bridge engineer- 
ing.” John Sweeney. 


Dunn, Marshall, & Morrisett, L. N. Ma- 
chines for America. 164p. 1943. World Bk., 
Yonkers, N. Y., 80c. (America at work 


series.) 

School science and mathematics, Feb. 1944, 
p.189. % col. including other reviews. 

“Excellently illustrated with instructive pic- 
tures and diagrams. Each short chapter is fol- 
lowed by a list of new words, a list of excellent 
questions, topics for class discussion, suggestions 
for short talks, investigations, directions for trips, 
map study and a list of good books... Tells of 
the work done ed machines in a few important 
industries including the farm, the manufacture 
of glass, and the steel industry. Chapter 3 is 
really an excellent chapter on elementary physics, 
tke discussion of simple machines.” G. W. W. 

Dunn, Marshall, & Morrisett, L. N. 
Power for America. 164p. 1943. World Bk., 
Yonkers, N. Y., 80c. (America at work 


series.) 
School science and mathematics, Feb. 1944, 
p.189. % col. including other reviews. 


“Excellently illustrated with instructive pic- 
tures and diagrams. Each short chapter is fol- 
lowed by a list of new words, a list of excellent 

uestions, topics for class discussion, suggestions 
or short talks, investigations, directions for 
trips, map study and a list of good books... 
[It] is about four major souies : Steam Engines 
and Coal, Motors and Oil, Electric Motors and 
Power, and sang 4 for Tomorrow. Here are 
given in a most interesting manner the funda- 
mental contributions for physics, chemistry, ge- 
ology and social studies to the or of energy 
and its usefulness to man.” G. W. W. 
Thaddeus. 


Eddy, Samuel, & Surber, 
Northern fishes; with special reference to 
the upper Mississippi valley. 252p. 1943. 
Univ. of Minnesota Press, Minneapolis, $4. 

Natural history, Feb. 1944, p.95. % col. 

“An excellent book treating of the fresh- 
water fishes of Minnesota and adjacent similar 
areas. It will answer many of the questions 
asked by the increasingly large number of anglers 
wko find pleasure in wetting their lines in these 
northern waters. Some waters are favorable for 
one species of fish, some for another, and we 
find a discussion of different types of lakes par- 
ticularly interesting . .. The major part of the 
book is devoted to a review by families of the 
species and races of fishes recognized from these 
waters . Three plates illustrating nineteen 
species of minnows, and one showing six species 
of different genera of darters, are especially to 
be commended—for the numerous small kinds 
of each are difficult to differentiate.” J. T. N. 

Emerson Radio and Phonograph Cor- 
poration. Small radio, yesterday and in 
the world of tomorrow. The Corporation, 
111 8th Ave., New York. 

Radio, Jan. 1944, p.50. % col. 

“An impressive book on... [the] subject and 
on the vast strides of electronic development 
during the past two years... In the several 
chapters of the attractively bound volume, Ben- 
jamin Abrams, president of Emerson, traces the 
evolution of small radio from the early midget 
design of 1928 up to the last compact models 
which were produced in 1941. He reviews not 
only the types and styles of receivers which cap- 
tured public fancy during the thirteen-year 
stretch, his observations on merchandising and 
trade and consumer trends are perhaps even more 
interesting and constructive.” 

Emulsion technology, theoretical and ap- 
plied; including the symposium on tech- 
nical aspects of emulsions. 290p. 1943. 
Chemical Pub., Brooklyn, $5. 

Paint and varnish pr ti anager, Jan. 
1944, p.22. % col. 

“Because of the new developments in emul- 
sions and the outstanding role [sic] they are 
playing in industry, this book is of special im- 

ortance. Many specialists, in various lines of 
ndustry and science, Lave contributed authori- 
tative information in this field . . . Will be help- 
ful to the beginner as well as to the specialist ... 
Covers the theory and application of emulsions 
and emulsifiers in agriculture, road-making, food, 
rubber, leather, wool, paint and the varnish in- 
dustries, etc. . . Much valuable data concerning 
the equipment used in technical emulsions are 
included, as well as an extensive bibliography. A 
comprehensive list of emulsifying agents and 
many formulae of commercially used emulsions 
are also included ... Highly recommended to 
chemists and industrialists who desire to im- 
prove their present products or to create new 
ones. Students of ckemistry will find it equally 
interesting because it bridges the gap between 
theory and practice.” 

Rubber age, Jan. 1944, p.366. % col. 

“The symposium on emulsions held by the Brit- 
ish Section of the International Society of Lea- 
ther Trades’ Chemists some time ago, brought to- 
gether some of the foremost European colloid 
chemists. The papers presented at that sym- 
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posium were originally published under the title 
of Technical Aspects of Emulsions, which ran to 
three editions and which is now out of print. 
Because of the numerous requests for that book 
and because of new developments in emulsion 
technology, it was decided to bring out a new 
edition with certain revisions and additions— 
the latter by American specialists. This book is 
the revised edition . . . Authoritative data on 
méthods and formulation of many practical com- 
mércial emulsions in the drug, cosmetic, bever- 
age, wax, coating and paint fields has also been 
added, as well as a comprehensive list of all 
important commercial emulsifying agents.” 

Farnsworth, R. L. Rockets; new trail 
to empire. 27p. 1943. United States Rocket 
Soc., Inc., Glen Ellyn, Ill, $2. 

Astronautics, Dec. 1945, p.13. 10 1. 

“The first Lalf of the review and bibliography 
is devoted to the why, how and where of rockets, 
with numerous comparisons made with the dis- 
coveries and inventions of other sciences. The 
bibliography section contains a catalog of rocket 
books, a list of rocket articles, and an index to 
articles in ASTRONAUTICS.” 

Fishbein, Morris, & Irwin, L. W. First- 
aid training; a study and practice book. 
216p. 1943. Lyons, Chicago, 80c. 

Hygeia, March 1944, p.287. %4 col. 

“An excellent workbook on accidents ‘ai 
Starts out with a pronunciation word list. It 
is organized into fourteen units, plus unit and 
review tests and a listing of first aid supplies. 
Unit I deals with the importance of knowing 
first aid; unit II with the body machine; and 
the other units with shock, first aid for wounds, 
the control of serious bleeding, the breath of 
life, first aid for internal poisoning, first aid use 
of bandages, injuries from heat and cold, in- 
juries that require special attention, everyday 
problems in first aid, first aid for the uncon- 
scious, emergency transportation of the injured, 
and first aid treatment of fractures, dislocations 
and sprains . .. Coming as it does from the 
laboratory schools of the University of Chicago, 
this book should be a very useful instrument in 
the hands of the teacher.’”’ W. W. Bauer. 

Journal of the American Medical Association, 
Jan. 29, 1944, p.3828. % col. 

“A workbook intended for use in secondary 
schools, There are fourteen units, plus unit and 
review tests and lists of first aid supplies. There 
is a pronunciation word list. The units deal, in 
the order named, with the importance of knowing 
first aid; the body machine; shock, first aid for 
wounds; bleeding; asphyxia ; internal poisoning; 
bandaging; injuries from heat and cold; pune- 
ture, gun and powder wounds; animal and insect 
and poisonous snake wounds; fractures, dislo- 
cations and sprains; problems in first 
aid; first aid for the unconscious and emergency 
transportation of the injured. Each unit in- 
cludes a factual presentation, well illustrated, a 
list of assigned activities and a practical prob- 
— with a review section of ‘things to remem- 


Foley, Daniel J. Garden flowers in color. | 


319p. 1943. Macmillan, New York, $1.98. 

Journal of the New York Botanical Garden, 
Jan. 1944, p.21. % col. 

“Color work has greatly improved since the 
earlier issues of the series of books on garden 
subjects in color. In this newest volume, the 
350 plants are alpLabetically arranged according 
to the name by which they are most frequently 
known, whether it be the common or the scien- 
tific name. There is at least one illustration in 
color on every page, accompanied by a few para- 
graphs to aid in the cultivation of the plant. Be- 
sides annuals, perennials, shrubs, and a few 
bulbs, some plants which are ornamental for 
their leaves or fruits are shown.” Carol H. 
Woodward. 


Freeman, Margaret B. Herbs for the 
mediaeval household; for cooking, heating 


and divers uses. 48p. 1943. Metropolitan 


Museum, New York, $1.50. 
Drug and cosmetic industry, Jan, 1944, p.73. 


col. 

“A beautiful little book of mediaeval recipes 
for preparing food with Lerbs. It tells what the 
mediaeval housewife did with hyssop and fennel 
and feverfew, with roses and rosemary and rue. 
The herbs are listed alphabetically and informa- 
tion is given on their curative properties as well 
as on the culinary application of the herbs. The 
author obviously did a good research job in the 
early literature on this subject. Linecut illus- 
trations are interesting and the book is beauti- 
fully printed.” 


Freeman, Max Herbert, and others. Prac- 
tical bookkeeping for secretaries and gen- 
eral office workers. 600p. 1943. Gregg, New 
York, $1.84. 

Pn a of business education, Dec. 1943, p.33. 
25 «col. 

“When we discover a bookkeeping text that 
gives more of the kind of training really needed 
to those who need this training, that is news. 
This textbook is an innovation in the history of 
the teaching of bookkeeping. It is a vocational 
text for those who will use bookkeeping pro- 
cedures as a phase of their work rather than 
as the key element in their jobs . . . Essential 
bookkeeping procedures are not neglected . . 
Moreover, arithmetic, handwriting, spelling, 
typing, and office procedures are constantly re- 
learned in the presentation of bookkeeping skills. 
The illustrative materials are well thought 
through and form an integral part of the book. 
Teachers of secondary school bookkeeping will 
find this text an effective means of justifying 
the teaching of the subject to all students. In 
addition it probably serves as a better basis for 
beginning the study of bookkeeping than the 
usual formalized introduction.” 


Funsten, Robert V., & Calderwood, Car- 
melita. Orthopedic nursing. 602p. 1943. 


Mosby, St. Louis, $3.75. 
aeons journal of nursing, Feb. 1944, p.195. 
co 


“The importance of good orthopedic nursing 
has not always been stressed in books on ortho- 
pedic conditions. Here is a book in which it is 
given due emphasis. The material, well organized 
and presented with clarity, is divided into twelve 


units. At the end of each unit there are per- 
tinent questions and a bibliography. The intro- 
ductory chapter, directed toward the needs of 
the patient as an individual, should stimulate 
the nurse to look beyond the needs of the imme- 
diate situation, to increase her own background 
of knowledge, and to cultivate a sympathetic 
understanding and intelligent attitude toward 
the patient. The second unit gives detailed 
nursing care of pre- and —ee patients, 
patients with casts, and the care of casts them- 
selves . . . Units III-XI deal with orthopedic 
diseases and conditions and emphasize the nurs- 
ing care that is so essential. There is a final 
unit which deals with the orthopedic nurse 
and the war... The reviewer found the color 
of tke paper a distinct disadvantage when read- 
ing under artificial light . .. A valuable con- 
tribution to the teaching of orthopedic condi- 
tions and orthopedic nursing, and is one which 
will give student nurses the right concept of 
orthopedic nursing.” Kathryn Cheney. 


Githens, Thomas S., & Wood, C. E., jr. 
Food resources of Africa. 105p. 1943. Univ. 
of Pa. Press, Philadelphia, $1.50. 

Botanical gazette, Dec. 1943, p.287. 7 1. 

“This brief treatise gives a general survey of 
Africa’s agricultural resources. Based on the 
continent as a whole, statistics of production 
are given for its major geographical—and to a 
lesser extent its ecological—areas. These form 
a brief crop index of present production, utiliza- 
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tion, and export of the principal food crops.” 
J. Kraus. 

Glass, Hiram Bentley. Genes and the 
man. 386p. 1943. Teachers College, Colum- 


bia Univ., New York, $3.50. 
American naturalist, Jan.-Feb. 1944, p.80. 1 


ai ‘This volume,’ the author tells us, ‘has been 
prepared to indicate a new outlook, not to pres- 
ent genetics or cytology, or embryology, or 
physiology, or even a summary of all of them, 
but rather to describe the operation and inter- 
action of those factors which make the physical 
man, insofar as we know them or can reason 
about them today’... The presentation through- 
out is a mosaic of the elementary and the tech- 
nical . . . The work is tecknically sound, the 
diction good and the diagrams clear-cut. The 
half-tones, however, are pepless.’’ 


Goehring, Edward P. Marine piping 
handbook. 662p. 1944. Cornell Maritime 


Press, New York, $5. 
Heating and ventilating, Jan. 1944, p.88. % 


‘ol. 

“Marine piping is a complex and, to a large 
extent, a specialized subject heretofore not ade- 
quately covered in book form. Consequently, the 
Marine Piping Handbook fills a real need ‘i 
Intended for both designers and operators... 
Includes sections on piping, pipe fittings, flanges 
and supports; valves; main and auxiliary ma- 
chinery; hull drawings; piping systems, dia- 
grammatic drawings and system calculations; 
systems of drawings; tables and information, 
and shipyard abbreviations and glossary .. . 
Highly recommended, since it is well written, 
covers the subject in a practical way, and is well 
and profusely illustrated.” 

Heating, piping & air conditioning, Jan. 1944, 
% 


col. 

“It has been said that ‘the modern ship is as 
dependent on piping as the Luman body is on 
blood vessels,’ and this handbook pioneers in a 
field which has taken an increasingly important 
place in the shipbuilding program.” 


Graham, Frank D. Audels pumps, hy- 


draulics, air compressors. 1672p. 1943. 


Audel, New York, $4. 

Water works engineering, Dec. 15, 1943, p. 
1408. ¥% col. 

“A practical guide, recently issued, covering 
the theory, construction and operation of modern 
pumps, hydraulic machinery, air compressors 
and blowers . . . Intended for the use of en- 
gineers, designers, pump operators, maintenance 
men, inspectors, superintendents and mechanics. 
The material is presented in simple, understand- 
able manner and contains the essentials of 
theory illustrated in such fashion as to be 
easily comprehensible even to the layman.’ 

Graubard, Mark. Man’s food; its rhyme 
or reason. 213p. 1943. Macmillan, New 


York, $2.50. (Non-technical science series.) 

Journal of the American Dietetic Association, 
Feb. 1944, p.104. %4 col. 

“Essentially a study of man’s food habits. 
The necessity for changing these habits in order 
to accomplish the aims of the National Nutrition 
Program and the United Nations Conference on 
Food and Agriculture is its theme . . . While 
the bulk of the book was presented originally 
as a series of lectures to labor groups ... the 
volume in its present form stresses, first of all, 
the importance of awakening people to_ their 
individual responsibilities in maintaining health 
through sound nutrition, with the realization 
that suspicion of and resistance to new ideas 
are natural and that changes in food habits can- 
not be brought about by coercive action nor 
even by education in the usual sense... 
Charts, menus, and statistical material are con- 
spicuously absent. Instead, each group of foods 
is treated first. from historical viewpoint, 
which incidentally makes fascinating reading; 


then man’s dietary notions and habits concern- 
ing the foods are described ; and finally foods are 
analyzed in the light of the modern science of 
nutrition, all of which shows evidence of the 
author’s sound background in the biological and 

iological sci and his first-hand knowl- 
edge of food habits of primitive groups.” 

Hague, Clifford Wilson. Printing for 
the schools, 273p. 1943. Bruce, Milwaukee, 
Wis., $2.50. 

Inland printer, Jan. 1944, p.60. 1% col. 

“Although it does not include all of the 
knowledge necessary for complete training in 
the trade ... [it] is designed to meet the needs 
and suit the equipment of the average high 
school .. . Covers advanced as well as elementary 
printing, with a section on related information 
which includes a brief history of printing, tke 
making and kinds of paper, printing inks, plates, 
and print shop machinery. Special chapters are 
devoted to common print shop style, the math- 
ematics of printing, paper cutting, and binding. 
Written simply and clearly so that it may be 
fully understood by the average young student, 
the book presents an aid to the instructor in the 
questions and problems at the end of each 
chapter.” 

Hanson, Howard J. Modern timber de- 
sign. 220p. Wiley, New York, $3. 

Engineering news-record, Jan. 13, 1944, p.95. 
35 col. including another review. 

“All tke basic information needed by the de- 
sign engineer working with wood is included 
Pa Prepared primarily for senior civil en- 
gineers at the Agricultural and Mechanical Col- 
lege of Texas where the author is associate 
professor. Frankly a_ textbook, the volume 
contains complete details that will enable the 
designer to follow through the theory and me- 
chanics of design for timber structures. Gen- 
eral information on wood and working stresses 
is followed by chapters devoted to fastenings, 
design of trusses, bridges, and the like, while 
other sections cover modern practice in glued 
and laminated construction and the manufacture 
and use of plywood. Several pages are devoted 
to decay, wood-destroying organisms and wood 
preservatives,” 

Hartman, Gerhard. See Bachmeyer, Ar- 
thur C., & Hartman, Gerhard, ed. 

Heyl, Paul R. Electronics. 1943. P. R. 


Mallory & Co., Indianapolis, Indiana. 

Electronics, Feb. 1944, p.346. % col. 

“For many years Dr. Heyl has written and 
lectured on scientific subjects in layman’s lan- 
guage greatly to the edification and enjoyment 
of his audiences. Recently retired from the 
National Bureau of Standards, he is now a 
consultant for P. R. Mallory & Co., under whose 
auspices the lectures on electrons and what they 
are now doing in this new world of electronics 
were given and who have now made available 
in book form the lectures themselves . . . Dr. 
Heyl has an instructive and interesting approach 
and this little book is excellent reading for 
ae wanting a bird’s eye view of electronics.” 


Hinkel, Ralph E., & Baron, Leo. Edu- 
cational guide in air transportation. 140p. 
1943. Transcontinental & Western Air, Inc., 
Public Information Dept., 101 W. 11th 
St., Kansas City, Mo., 75c. 

Aviation equipment, Feb. 1944, p.184. % col. 

“Published . . . to acquaint the nation’s youth 
with opportunities awaiting them in this field 
of aviation. Prepared primarily for educators 
and. students, the book contains complete de- 
scriptions of the types of jobs available in com- 
mercial transport, together with vocational 
charts setting forth qualifications and salary 
ranges . ontains a world map for the Air 
Age and explains that the airplane has caused 
us to place the North Pole at the center, much 
in the way that the hub is in the center of a 
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wheel. It describes how global war has swept 
mankind into a tkree dimensional age of the 
air; how the plane has conquered entire na- 
tions and then sets forth the limitless possi- 
bilities of aircraft as an instrument of peaceful 
commerce. In addition to an orientation course 
in air transportation, the educational guide con- 
tains a complete bibliography on various aviation 


subjects.” 
Hodges-Sherard, Esther Mayo. Hand- 


book on medical records. Ed.2. 32p. 1943. 
Physicians’ Record Co., Chicago, $1.50. 

Hospital management, Jan. 1944, p.44. % col. 

“A vast amount of information, compactly 
and usefully assembled, is contained . The 
question and answer method of presentation is 
particularly helpful in the use of the handbook 
as a teaching guide.” 

Journal of Medical Association, 
Jan. 15, 1944, een 6 1 

“This little ve A “for junior interns and 
medical record librarians is designed to answer 
questions relative to tke routine for medical 
records. Much of the material is presented in 
the form of round table conferences. It is ele- 
mentary and incomplete but may be helpful as 
an introductory textbook in some institutions.” 


Horne, Virginia Lee. Stunts and 
tumbling. 215p. 1943. A. S. Barnes, New 

ork, $3. 

Journal of health and physical education, 
Jan. 1944, p.47. 6 1. 

“Several hundred individual, partner, and 


group stunt and tumbling activities are de- 
scribed and illustrated with line drawings and 
photographs so well that the most advanced 
work is simplified and clarified. The stunts 
are arranged in order of difficulty so that the 
teacher may plan lessons readily and efficiently. 
Safety measures have been stressed.” 


Howles, James Kirby. Synopsis of 
clinical syphilis. 671p. 1943. Mosby, St. 
Louis, $6. 


Pennsylvania medical journal, Jan. 1944, p. 
413. % col. 

“Tke major portion of the text is concerned 
with symptomatology of all systems and or- 
gans. However, histology, history, and treat- 
ment are by no means neglected. As to symp- 
tomatology in both acquired and congenital 
eases, one can find no criticism; all phases are 
adequately and not too briefly covered. The 
illustrations are numerous enough and good 
. . There is iderable di ion of the 
management of the clinics, the financial burden 
of syphilis, and the social service aspect of the 


disease. These matters are handled in a broad 
and sane fashion. The chapter on history is 
very informative. An excellent index makes 


this book a good reference volume.” 

Intertype Corporation. The intertype; 
a book of instruction for its operation and 
general maintenance. 473p. 1943. The Cor- 


poration, Brooklyn, $3.75. 

Inland printer, Jan. 1944, p.60. % col. 

“A must for operators and others interested 
in the Intertype machine. It is in reality a 
manual of operation and maintenance, covering 
the machine in all its phases, as well as all the 
individual parts that enter into the operating 
mechanisms . Provides a most excellent guide 
for the operation, care, and proper maintenance 
of the machine. Major divisions of the subject 
matter are based upon the four main units of 
tke machine, and are presented in the same 
sequence in which the units operate. The first 
division covers the assembling mechanism; the 
second of the divisions covers the casting mech- 
anism, including special attachments; the third 
division discusses the distributing mechanism ; 
and the fourth division covers the magazine 
frame meckanism, and includes special attach- 
ments . . . The illustrations have been well 


Planned to supplement the text and to give a 


clear understanding of the working parts, a 
view of the assembled mechanism being pre- 
sented, then detail views of sub-assemblies or 
of individual parts of the mechanisms. An 
extented classified index facilitates reference to 
the subject matter dealing with each of the 
individual parts.” 

Jacobs, Donald H. Fundamentals of 
optical engineering. 487p. 1943. McGraw, 
New York, $5. 

Scientific American, Feb. 1944, p.95. % col. 

“Chapters on lens principles; lens aberra- 
tions; theory of stops; brightness of images; 
the eye; optical glass; polarized light; low- 
reflectance coatings; photographic objectives; 
photographic shutters; prisms; telescopes (35 
pages); binoculars; periscopes; gunsights; 
range finders; optical instrument design; ma- 
chining and casting; bearings; gears, clutches, 
couplings; lens mountings; electrical controls; 
photoelectric cells. In the ‘design’ section are 
further chapters on ray tracing; sph. ab.; 
chromatic ab.; design of aplanatics; eyepiece 
design; optical tolerances. This design section, 
preceded by the opening chapters on optical 
fundamentals, carries the reader from the start 
of optics well up into optical design, partly 
overlapping the famous Conrady treatise. Thus 
this book should quadruple the number of ama- 
teur telescope makers who can deal with optical 
design. Particularly is this so because it is 
felicitously written. Instead of 10 percent 
language and 90 percent mathematics, it is only 
about 10 percent mathematics (algebra, trig.). 
Instead of the cold formal language of the 
typical treatise the style is comparatively warm 
and friendly; trouble questions are even an- 
swered in . . Not a how-to-make-it 
book.” A. G. 

Jessee, Ruth W. Self-teaching tests in 
arithmetic 1llp. 1943. Mosby, 
St. Louis, $1.50 

American journal of nursing, Jan. 1944, p.94. 


“Provides a variety of arithmetical problems 
suitable for review of the common problems 
encountered in a school of nursing. As there 
is an adequate explanation for solving each 
type of problem involved, the book should be of 
value to the prospective student; she will be 
able to prepare herself for the course in ele- 
mentary materia medica . . . Divided into two 
parts, the first part having to do with the 
arithmetic students entering a school of nursing 
should know but which they so commonly have 
failed to master ... The second part... deals 
directly witk hospital problems relating to drugs 
and solutions . . . Answers to problems are 
found at the end of the book and indicate the 
student’s accuracy . . Appears to fulfill a 
need in the present-day school of nursing.” 
Louise M. Carlson. 


Johnson, Melvin M., jr., & Haven, C. T. 
Ammunition. 374p. 1943. Morrow, New 
York, $5. 

Military engineer, Feb. 1944, p.73. %4 col. 

“A history of the development and use of 
ammunition from the beginning of the paper 
musket cartridge about three centuries ago to 
the present day . .. Well illustrated and con- 
tains numerous tables and charts.” 

Jordanoff, Assen. Your wings. Ed.10, 
revised. 294p. 1942. Funk, New York, $3. 

Aero digest, Jan. 15, 1944, p.204. 6 1 

“A book for every air cadet. Clear instruc- 
tor-to-student text, supplemented by illustra- 
tions that picture every step in training for 
flight, radio, instruments, navigation, motors, 
fuels, aerodynamics, safety devices.” 

Kalmbach, A. C., comp. Model railroad- 
er cyclopedia. Ed.5. 184p. Kalmbach, Mil- 
waukee, Wis., $8. 

Railway age, Feb. 12, 1944, p.356. % col. 
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“Contains plans and information about real 
railroad equipment for use in building models. 
The author attempts to include every type of 
locomotive and car whick would be useful for 
model work . . . Arranged by locomotive types, 
electric railroad equipment, passenger cars, 
freight cars, and then right of way and struc- 
tures. For the benefit of the beginner, this 
edition includes for the first time short sections 
of text summarizing the construction of various 
types of models. Included in the Cyclopedia are 
27 large plates, drawn to scale, of actual loco- 
motives and tenders, with details for reproduc- 
tion as models.” 

Kraght, Peter E. Meteorology work- 
book with problems. 148p. 1943. Cornell 
Maritime Press, New York, $2.25. 

Scientific American, Feb. 1944, p.94. % col. 

“Like the famous singed cat, this book isn’t 
much to look at—apparently only a glorified 
pamphlet, paper bound. But when you pry 
into it you find its content much meatier than 
other books with prettier make-up. It contains 
much information in carefully worded, exact 
language, also diagrams that explain better than 
many words, and after each chapter so many 
problems that, if you work them out, the facts 
will stick in mind . . . Covers much ground 
that is covered abstrusely elsewhere, without 
assuming previous knowledge of physies and 
mathematics, but it isn’t an easy book; it’s 
[sic] title says ‘workbook,’ in fact.’ A. J. 

Western flying, Jan. 1944, p.150. %4 col. 

“A well prepared and useful textbook on ap- 
plied meteorlogy by an author who is well in- 
formed on his subject. Arranged to encompass 
the work normally covered in a_ school se- 
mester, the text rigidly adheres to meteorologic 
essentials devoid of involved theoretical dis- 
cussion. Interest and understanding are height- 
ened by the employment of problems based upon 
actual conditions encountered by practicing 
meteorologists. Examination of everyday 
weather phenomena forms the basis for analysis, 
demonstration and conformation of basic 
meteorological principles. Many illustrations, 
sample weather maps and photographic repro- 
ductions of cloud forms give the text outstand- 
ing clarity.” 


Kraines, S. H., & Thetford, E. S. Man- 
aging your mind. 374p. 1943. Macmillan, 


New York, $2.75. 
American journal of public health, Jan. 1944, 


p.79. col. 
“Will likely appeal to the person of good 
education, rather than to the average person or 


the psychiatrically trained. There is good de- 
scription of the advances in psychosomatic 
medicine and various types of purely psycholog- 
ical symptoms of the psychoneuroses ... The 
leaving out of the réle of the unconscious en- 
ables the authors to appeal to the intellect of 
the reader and leave the impression that an 
individual can obtain conscious insight and 
control over his  psychoneurotic symptoms, 
While the authors give adequate and repeated 
warning about self diagnosis and self treat- 
ment, the whole purpose of the book and the 
way it is written is to convince the lay reader 
that he can cure himself, so to speak. Since 
the major portion of the book is devoted to 
psychoneurotic symptomatology, one may be a 
bit pessimistic about the author’s [sic] optimism 
in this direction.” James M. Cunningham. 


Kronfeld, Peter C. Human eye in ana- 
tomical transparencies; explanatory text 
[by] Peter C. Kronfeld anatomical 
transparencies [by] Gladys McHugh... 
historical appendix [by] Stephen L. 
Polyak. 99p. 1943. Bausch & Lomb Optical 
Press, Rochester, N. Y., $6.50 


Illuminating enyineering, Dec. 1943, p.540. % 
col. 


“A significant contribution to professional 
knowledge in the ophthalmic science . . . incor- 
porating the newest authoritative data to pro- 
vide technical accuracy. The efforts of the 
authors have been directed to produce, in text 
and in illustration, a concise, clearly-under- 
standable explanation of every anatomical fea- 
ture. Anatomical dissections of the eye are re- 
produced in natural colors on transparent ace- 
tate by the new ‘Trans-Vision’ process. Ac- 
cording to the announcement by Bausch & 
Lomb Co., these full color renditions are bound 
in register to portray in stereographkic detail 
the complete serial dissection of the ~ As 
you turn the transparent pages carrying the 
color illustrations, you, in effect, remove layer- 
by-layer the sections of the eye, as in a most 
skillful serial dissection. On the reverse of 
each sheet is the ‘back side’ of each section, so 
that you build up or dissect at will . .. Con- 
tains 34 natural color paintings of eyes dissec- 
tions and detail drawings by Gladys McHugh.” 

Lee, Charles E. Evolution of railways. 
Ed.2, revised and enlarged. 108p. Railway 
Gazette, London, 6s. 

Railway age, Feb. 12, 1944, p.356. % col. 

“In its present form the text . . . departs 
from the original chiefly in including additional 
material relating to Greek and Roman rutways 
and to early ritish work, particularly the 
wagonways at Batk and work done by Smeaton 
about 1756 in connection with the building of 
the famous Eddystone lighthouse. Through the 
many additional illustrations and maps that 
have been incorporated the author has 
contributed still further to a wider understand- 
ing of the historical development of railway 
track. While the germ of the railway is traced 
back to Babylonian times, the author is con- 
cerned particularly with evidences of its evolu- 
tion in Great Britain.” 


Leechman, Douglas. Vegetable dyes. 
55p. 1943. Oxford Univ. Press, Toronto, 
Suc; 

Chicago naturalist, Dec, 19438, p.101. 1 col. 

“Amateur botanists and hand-craft hobbyists 
will find . . . a practical introduction to a 
fascinating craft activity and a source of in- 
teresting information to add to their individual 
funds of nature lore . . he service of Dr. 
Leechman’s handbook to those of antiquarian 
interests lies more in the opportunity it offers 
of reviving an appreciation of this home craft 
than in presenting a compendium of information 
ertaining to it. Only plants readily obtainable 
n the northern United States and easily recog- 
nized are discussed. ‘They are listed alpha- 
betically by popular and scientific name, with 
accompanying recipes, and are also named under 
the color they produce. A single basic recipe 
each for preparing dye bath and mordant is 
given, with modifications of procedure and help- 
ful hints added in the sections on specific dye 
plants. The author deals primarily with the 
dyeing of wool, warning that results with cotton 
and wool are less dependable.” 


Leonardo, Richard A. History of sur- 


gery. 504p. 1943. Froben, New York, $7.50. 

Journal of the American Medical Association, 
Jan. 1, 1944, p.69. 1% col. 

“The appearance of the first history of surgery 
in English will be welcomed by members of the 
medical profession . . . Contains 370 pages of 
text, 56 pages of bibliography, 23 pages of index 
and 100 plates of illustrations grouped together 
as a sort of appendix to the text ... The chap- 
ters dealing with the practices of the ancient 
peoples contain much that is interesting and 
instructive. The subsequent chapters show 
some of the disadvantages of trying to tell 
much in short space. There appear some avoid- 
able errors, minor inaccuracies, errors in over- 
emphasis as well as in understatement and 
errors of omission and of judgment. Most of 
these are not of great importance and do not 
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impair the value of the work. Attention is 
called to them merely because the reviewer feels 
that the function of ‘a history’ is to eliminate 
errors rather than to perpetuate them... It is 
felt that the illustrations would serve their 
purpose much better if they accompanied the 
text rather than being grouped together at the 
end of the book as a sort of separate chapter.” 


Linde Air Products Company. Oxy- 
acetylene handbook; a manual on oxy- 
acetylene welding and cutting procedures. 
og 1943. The Company, New York, 
1.5 


Welding journal, Jan. 1944, p.65. %4 col. 

“Planned to be a_ basic handbook or manual 
on oxyacetylene welding and cutting and their 
related processes . . . Planned especially to be 
of use in colleges, vocational schools and sec- 
ondary schools, and in other teaching institu- 
tions having courses in welding, construction 
methods, shop and other vocational and tech- 
nical subjects . . . Will also be of interest to 
those industrial plants who are responsible for 
the training of welding and cutting operators 

. . Will be of use to plant management people, 
engineers, designers, superintendents, foremen 
and operators in shops where the oxyacetylene 
processes are or might be used as production or 
maintenance tools.” 


McClintock, Marshall. Airplanes and 
a they fly. 94p. 1943. Stokes, New York, 


American aviation, Feb. 1, 1944, p.11. 11 1. 

“There is complete and essential information 
in this elementary book on the history and me- 
chanics of flying an airplane. All air-minded 
people will find the summary of aviation’s de- 
velopment, the technique of rudimentary flying, 
and the description and use of aircraft instru- 
ments written in an easy style which clarifies 
flying even for the teen-age. As George Prud- 
den, in the foreword of the book summarizes 
it. the book is a ‘stimulating “primer” of air- 

H. 


planes’.” EF. B. 
McHugh, Gladys. See Kronfeid, Peter 


McKown, Harry C. How to pass a writ- 
ten —* 162p. 1943. McGraw, New 
York, 

Feb. 1944, p.851. 11 1. 

“Offers more than 150 suggestions on how to 


prepare for written examinations mentally, 
physically and emotionally ; how to answer both 
objective and essay type questions, and what 
to do after examinations have been completed. 
It may be used by high school and college stu- 
dents, civil service applicants, and others who 
have to take a written examination.” R. 2. 
Pe ae of business education, Jan. 1944, p.33. 

co 

“A great deal has been written about certain 
phases of testing, especially about the prepara- 
tion of the tests themselves. ‘Cram’ courses 
have also been known in specialized fields of 
subject matter. But very little has been said 
or done to really help the examinee to cope 
with the techniques and mechanics of examina- 
tion taking and to arrive at the examination 
sessions, emotionally, mentally, and physically 
ready to write. This publication attacks the 
general problem of preparation for examination 
taking as one phase of a bigger problem of how 
to study. Of the eight chapters, two deal with 
‘How to Answer Essay Questions’ and ‘How to 
Answer New-type Questions,’ respectively. Others 
attack the problems of preparation. These helps 
to examination taking should aid in oral as well 
as in written tests.” 

Power plant engineering, Feb. 1944, p.192. % 


col. 

“While the book stresses written examina- 
tions, it contains many suggestions equally 
applicable to other types of examinations .. . 


Three chapters are then given on the actual 
taking of the examination and these are followed 
by a chapter telling what to do after the ex- 
amination. It is a forthright piece of literature 
which has long been needed and should be wel- 
comed by those giving as well as taking any 
kind of examination for the purpose of de- 
termining the knowledge or skill of a human 
individual.” 


McMurray, Robert N. Handling per- 
sonality adjustment in industry. 297p. 1944. 
Harper, New York, $3. 

Factory management and maintenance, Feb. 
1944, p.308. 10 1. 

“Designed to give employers insight into the 
sources and possible solutions for some of their 
more pressing problems of personnel adminis- 
tration and industrial relations, attempting to 
analyze these situations in the light of recent 
findings of psychology and psychiatry, and work 


_ out practical techniques for dealing with them. 


In four parts—‘Labor Problems,’ 
Employee’’,’ ‘Selection 
Problems’.” 


Manson-Bahr, Philip. Synopsis of trop- 
ical medicine. 224p. 1943. Williams & Wil- 
kins Co., Baltimore, $2.50. 

American journal of public health, Feb. 1944, 
p.197. 1% col. 

“Almost certainly the best single-volume text- 
book on tropical disease. Never has so much 
been compressed into so little so skillfully, as in 

. [this] synopsis . . . The reviewer is . . 
convinced that the book is not the ideal one for 
the medical officer in the Armed Forces, for 
whom it is avowedly written, unless this officer 
has already had a firm founding in tropical 
medicine and parasitology; in this case he will 
find it a very useful memory reviver . Never- 
theless, the book does constitute a useful addi- 
tion to the literature on tropical diseases, and 
will be prized and referred to frequently by 
those with a good knowledge of the basic prin- 
ciples of the subject, but who need certain spe- 
cific data quickly ... It is not humanly possible 
to write a book that pleases everybody, but 
despite the intrinsic and incidental defects of 
this book, the reviewer does not believe that 
any living man could have written a_ better 
synopsis of tropical medicine.” L. SFverard 


Napier. 
Matson, Theodore M. War worker 


transportation. 146p. Institute of Traffic 
Engineers, 60 John St., New York. 

Bus transportation, Jan. 1944, p.86. 14 col. 

“Deals with many problems of getting men 
and women safely to and from their jobs as 
these problems have developed at 48 widely 
scattered war plants used as case studies... 
Presents discussion and numerous facts on such 
items as staggered hours, group riding, access 
roads, parking and terminal arrangements. While 
the study was for the primary purpose of de- 
veloping a pattern or guide for solution of the 
war transportation problem, it is felt that it 
also has developed procedures which will apply 
to the postwar period, and help to guide the 
way for providing more convenient, more ef- 
a and safer worker transportation in peace- 
time 


Oil and gas journal, Dec. 30, 1943, p.210. 11 1. 

“Deals with every phase of the problem as it 
has developed in actual experiences at_existing 
war plants. It is packed with clear, logical 
discussion and evaluation of such items as 
staggered hours, group riding, access roads, 
parking and terminal arrangements. The study 
should be of real value to those charged with 
= problem of personnel transportation at war 
plants.” 


May, George O. Financial accounting; 


a distillation of experience. 274p. 1943. 
Macmillan, New York, $3. 


‘The “Problem 
Problems,’ ‘Training 
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of accountancy, Feb. 1944, p.158. 6% 
co! 


“Will be of permanent value to the account- 
ing profession because it is a landmark that 
indicates the point which the profession has 
reached, and the present status of many ques- 
tions of principle, practice, and procedure which 
remain to be resolved. It will also have abiding 
value as an historical document because of its 
being, as described in the subtitle, a distillation 
of the experience of an outstanding leader of 
the profession who has been in active practice 
for more than half a century, and to whom the 
profession owes much for the wise counsel and 
long service he has given it in various ways... 
The book is obviously ‘must’ reading, not only 
for accountants but for anyone having to deal 
with accounts. A reading of it... by lawyers, 
udges, members of regulatory commissions, 
ankers, and businessmen would tend toward a 
much better understanding of the work of in- 
dependent public accountants than it may be 
feared is generally the case, even though there 
is today probably a somewhat better under- 
standing outside their own ranks of their work 
and service than at any previous time. A read- 
ing of the book by the layman would lead to 
more general recognition of the fact that judg- 
ment and opinion weigh more heavily than rigid 
fact finding or mere technique in the work of 
the profession.” Walter A. Staub. 

Meier, Norman C. Military psychology. 
395p. 1943. Harper, New York, $3. 

Military engineer, Feb. 1944, p.74. % col. 

“Primarily concerned with human behavior 
in the armed forces . . . Outlines ways and 
means by which human behavior can be moulded 
by psychological factors—how psychology can 
help make a man a good soldier. There are 
chapters on leadership, preparation for combat, 
adaptation of skills to military needs, and the 
soldier’s adjustment to combat conditions. The 
views of many military and civilian authorities 
are quoted, and the author also has added 
several appendices dealing with conduction of 
interviews, a rating scale for candidates for 
officer training schools, and proposed additional 
methods for selection of combat officers. The 
Classification and Replacement Branch of the 
Adjutant General's Office examined the text, and 

ublication of the book was approved by the 

ureau of Public Relations of the War Depart- 
ment.” 

Morton, F. J. Burns. New foremanship. 
253p. 1943. Chapman & H., London, 12s. 
6d. net. 

Mechanical handling, Jan. 1944, p.35. % col. 

“Written for directors, managers, and fore- 
men to describe recent developments in the so- 
cial organisation of the business unit ... The 
author has fulfilled a difficult task well, dealing 
with the new foremanship as compared with the 
old, the foreman of to-day, and his wide range 
of duties. Of particular interest to executives 
is the section dealing with the selection of fore- 
man, and an interesting comparison is drawn 
between training for foremanship in this country 
and the United States. Qualities and qualifica- 
tions desirable in the new foreman, the method 
of selection, and suggested plans for incentive 
payment are dealt with. The classified bibliogra- 
phy contained . .. is of particular interest. 
Here is listed a selection of books suitable for a 
works library of foremanship. We recommend 
this book as being a move towards a better 
understanding for all those who desire to keep 
themselves and their business activities up to 
-— under the rapidly changing conditions of 
o-day.” 

Moyer, James A., & Wostrel, J. F. In- 
dustrial electricity and wiring. Ed.3. 541p. 
McGraw, New York, $2.75. 

Electrical west, Jan. 1944, p.6. % col. 

“Brought up to date with the 1940 revision 
of th: National Electrical Code, this standard 
book on industrial electricity and wiring also 


includes new material on fluorescent lightin 
and radio interference, together with methods o: 
prevention. Both the 1937 and the 1940 tables 
of wire carrying capacity are included to make 
either available to the user. The authors feel 
that the 1940 revision of the Code was so com- 
plete that it is unlikely very important addi- 
tional changes will be made in the next few 
years. Thus the book should have value as a 
guide to industrial wiring applications over a 
long period of time.” 

Murex Welding Processes. Electric arc 
welding manual. v.1. 128p. The Author, 
Waltham Cross, Herts., England, 5s. 

Welding, Dec. 1943, p.31. col. 

“Deals with the principles, construction and 
operation of both A.C. and D.C. are welding 
plant. There is also an especially interesting 
chapter dealing with the choice of suitable 
welding plant which should prove of considerable 
value to those engineers contemplating the in- 
troduction of arc welding plant or additions to 
their existing equipment . . . Another very use- 
ful section . . . covers the general operation 
and maintenance of arc welding plant, and in- 
cludes numerous recommendations for ensuring 
the most efficient performance of the various 
types of plant employed in arc welding ... 
certain amount of the information given will 
be familiar to many readers but, as the pub- 
lishers announce, the handbook has been pro- 
duced with the object of en those with 
little experience of the equipments described and 
also of providing a useful ide and reference 
book to others long acquainted with welding 
problems.” 

National Association of Manufacturers, 
Health on the production front. 80p. The 
Association, New York. 

Rubber age, Jan. 1944, p.364. 11 1. 

“The result of related surveys and studies 
made of the health problems within the nation’s 
plants, factories and shops in the past year, 
inaugurated by the N.A.M. under the direction 
of Dr. Victor G. Heiser, internationally-known 
medical authority, this booklet is virtually a 
wartime guide to the industrial health and 
staying powers of the millions of America’s war 
workers. Every plant health problem from ab- 
senteeism to vitamins is covered. The most 
effective methods tested by the trial-and-error 
system, to utilize existing manpower to the 
fullest extent known, and in the healthiest way 
= are presented to industrial manage- 
ment.” 

_ National Screw Machine Products Asso- 
ciation. Manual for on-the-job instruction 
of screw machine personnel. 107p. c1943. 
The Association, 13210 Shaker Sq., Cleve- 
land, $2. 

American machinist, Dec. 23, 1943, p.138. % 


col. 
ind air magazine, Jan. 1944, p.27. % 


col. 
“[Published] to offset the manpower loss that 
has caused a drop in the manufacture of vitally 


needed screw-machine products . .. Operators 
of automatic screw machines come under the 
head of highly skilled workers, and it normally 
takes not less than two years to train a Class 
‘A’ operator and four years to turn out a set-up 
man. The manual is designed to expedite their 
training, to help companies using screw ma- 
chines to give green hands a thorough knowled 
of their operation by a point-by-point approach. 
All types of multiple-spindle automatics are 
covered and described in easily understandable 
language. Definitions and illustrations of key 
parts are included, as well as information on 
grinding and trouble charts, etc.” 
Machinery (New York), Jan. 1944, p.216. 4% 


“provides instruction material for training 
screw machine operators, based on an intensive 
study made by the National Screw Machine 
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Products Association of the manpower shortage 
and existent methods of training . .. The ma- 
terial covers all types of poe = + spindle auto- 
matics, and gives step-by-step procedures for 
setting up and operating. xtensive data on 
grinding and setting tools, as well as compre- 
hensive trouble charts, are included.” 

Nesbit, Reed M. Transurethral prosta- 
tectomy. 192p. 1943. C. C. Thomas, Spring- 
field, Ill., $7.50. 

United States naval medical bulletin, Feb. 
1944, p.476. 

“The author has presented a clear, concise, 
and detailed résumé of the whole subject of 
transurethral prostatectomy ... The author is 
extremely enthusiastic about transurethral 
surgery and, although the individual results ap- 
- slightly more favorable than those recorded 
y the majority of resectionists over the coun- 
try, the reader is impressed by Dr. Nesbit’s 
faith in the operation and the great emphasis 
placed on sound, basic principles and careful 
execution of technic. The physical makeup of 
the book is good. The illustrations are nu- 
merous, clear and informative. The book should 
prove of great value to the young man contem- 
plating the field of prostatic surgery, and to the 
experienced surgeon it should be interesting as 
a personal review of a highly technical surgical 
procedure.” 

Olsen, Allen L., & Greene, J. W. Labora- 
tory manual of explosive chemistry. 106p. 
1943. Wiley, New York, $1.75. 

Canadian chemistry and process industries, 
Jan. 1944, p.54. % col. 

“The material presented . .. is the result of 
experiences of the author in presenting a short 
course on explosives as set up by the Engineer- 
ing, Science, and Management. War Training 
Programme to provide training in the chemistry 
of explosives for persons planning on doing 
work in explosive and loading plants as either 
inspectors or operators. The nature of the 
manual precludes the chemical engineering as- 
pects of the processing phases, and the practical 
use of the finished product is considered only to 
the extent that certain properties possessed by 
the substance cause it to be used to the exclu- 
sion of other substances,” 

Journal of chemical education, Feb. 1944, 
p.103. % col. 

“A manual for use in connection with the 
laboratory part of a short course in explosives 
such as might be given, in an ordinary college 
laboratory with but very little extra equip- 
ment, as part of the Engineering, Science, and 
Management War Training Program. It con- 
tains about the minimum of directions and in- 
formation, and is not sufficient by itself without 
an instructor to work beside the student and 
without lectures to interpret and to explain the 
directions. The several chapters deal 
ly with: I, Safety; II, Propellants, Raw Mate- 
rials; III, Propellants, Nitrocellulose, and 
Smokeless Powder; IV, High Explosives; and 
V, Primers, Igniter, and Initiators. An appen- 
dix discusses sampling.” Tenney L. Davis. 

Peattie, Roderick, ed. The Great Smokies 
and the Blue Ridge; story of the southern 
Appalachians. 372p. 1943. Vanguard, New 
York, $3.75. 

Natural history, Feb. 1944, p.95. % col. 

“It was an excellent idea to make a book about 
the charming country of the Great Smokies and 
the Blue Ridge, as Roderick Peattie has done. 
While he has written only the introduction, he 
has made a wise selecton [sic] of writers, who 
not only had adequate knowledge of their 
Phases of the whole subject but also had the 
ability to tell the story in an appealing way. 
Although it has been written with authority, 
it is a book for the layman, a lover of the out- 
of-doors. It is believed that many specialists, 
however, will find it fascinating for the human 
interest in their own fields and for glimpses of 
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other branches of natural history and of peo- 
ples, both the Indian and the white man... 
Altogether it is an attractive volume with many 
illustrations.’ Clyde Fisher. 

Pennington, L. A., and others. Psy- 
chology of military leadership. 288p. 1943. 
Prentice-Hall, New York, $2.25. (Prentice- 


Hall psychology series.) 

Army ordnance, Jan.-Feb. 1944, p.134. %4 col. 

“Although ... prepared primarily for use by 
newly commissioned officers to assist them in a 
rapid orientation of their new duties, undoubted- 
ly much value may be obtained from its pages 
by all officers . . . Based on the correct premise 
that an officer must be able to get along with 
and contro! his subordinates while at same time 
he is required to carry out the instructions of 
his superiors efficiently. The material is pre- 
sented by discussing typical problems frequently 
encountered by officers and the psychological 
aspects of these problems. After a brief intro- 
duction to military psychology, there are chap- 
ters on the officer as a_ student, instructor, 
leader, disciplinarian, and a _ personnel tech- 
nician. The book ends with chapters showing 
the relationship between the officer and his men 
in battle, and between the officer and Army 
morale.” B. B. A. 


Petroleum Educational Institute. Sim- 
plified petroleum chemistry and physics; as 
applied to lubricants and fuels. 122p. 1943. 
The Institute, Los Angeles, Calif., $3.50. 

Automotive and aviation industries, Feb. 1, 
1944, p.156. % col. 

“uN novel picture book with simple explana- 
tions dealing with the highly technical subject 
of petroleum chemistry and physics as applied 
to lubricants and fuels . . . The purpose of the 
book is to reduce to elementary language those 
fundamentals of chemistry and physics, a knowl- 
edge of which service and salesmen of modern 
lubricants and fuels must possess if they are to 
understand and intelligently apply these prod- 
ucts in late model internal combustion engines 
to secure maximum efficiency and minimum cost 
of operation. Another purpose . .. is to fa- 
miliarize non-technical individuals with the 
fundamentals of chemistry and physics applied 
in catalytic, reforming and other recently de- 
veloped processes employed in the manufacture 
of high anti-knock fuels for high-speed, high- 
compression engines. Also the processes used 
in the production of toluene and other petroleum 
products used in the manufacture of explosives 
and those employed in making butadiene and 
other products used in the manufacture of syn- 
thetie rubber.” 

Oil and gas journal, Feb. 24, 1944, p.109. 12 1. 

“Contributes further to the elementary mate- 
rial on the subject of petroleum and its prod- 
ucts. It collects many scattered contributions 
in the simplification of the subjects treated by 
many organizations. Simplicity has been the 
keynote, the illustrations and text both being of 
a nature as to be understood by even the most 
unenlightened. The entire illustrative treat- 
ment is achieved with simple sketches.” 

Philadelphia Child Health Society. Fam- 
ily nutrition. Ed.2. 119p. 1943. The Society, 
Philadelphia, 50c. 

Journal of the American Medical Association, 
Jan. 1, 1944, p.69. % col. 

complete ‘ For the student of 
nutrition, the teacher or the demonstrator, this 
manual should be exceptionally valuable. is 
on too high a scientific level for the vast ma- 
jority of housewives. Yet it contains much 
material of great value to precisely this group. 
The chapter on the dietary value of common 
foods, and especially the illustrative ge fac- 
ing the text, is not only informative but is the 
most readable part of the entire booklet. An 
excellent feature is the full page bleed-off illus- 
trations and many of the diagrams ... As a 
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reference manual for persons capable of using 
such a device, this publication could be of ex- 
treme usefulness in the upper third of homes, 
where, unfortunately, it is needed least. In 
fact, to the vast group of nonprofessional per- 
sons who make up what is vaguely referred to as 
‘the public’ this excellent production would un- 
fortunately remain unappreciated.” 


Polyak, Stephen L. See Kronfeld, Peter 


'Pringsheim, Peter, & Vogel, Marcel. 
Luminescence of liquids and solids. 201p. 
1943. Interscience Publishers, New York, 


$4. 
pomennating engineering, Jan. 1944, p.8. % 
col 


“The phenomenon of luminescence—fluor- 
escence and phosphorescence—and their prac- 
tical applications, is covered in a very thorough 
and interesting manner . . . Deals with lumines- 
eence specifically for its possibilities in prac- 
tical application. The two main fields of 
luminescence, analysis and light production, 
form the basis of this study on the subject. 
Part I deals with the ‘Physics of Luminescence’ ; 
chapter heads include Theoretical Background, 
Experimental Technique, and Luminous Mate- 
rials and Their Properties. Part II, on the 
‘Application of Luminescence,’ includes chapters 
on Fluorescent Analysis, Luminescence as a 
Light Source (including luminescent paints and 
fluorescent lamps), and List of Important 
Fluorescent Materials (tabulated).” 

Rautenstrauch, Walter. Principles of 
modern industrial organization. 312p. 1943. 
Pitman, New York, $3.75. 

Manufacturers record, Jan, 1944, p.60. 7 1. 

“Answers problems that cntianae bedevil in- 
dustrialists under the increasing pressures of 
mass production . . . A comprehensive study of 
the principles of industrial organization evolved 
by the professor of industrial engineering at 
Columbia University.” 


Raven, C. E. Science, religion, and the 
im 125p. 1943. Macmillan, New York, 


Chemical and engineering news, Jan. 25, 1944, 
p.1388. % col 

“Represents a course of eight lectures, ar- 
ranged by the Divinity Faculty of the Uni- 
versity of Cambridge and sprung from the con- 
ception that ‘somehow the people responsible 
for education, for shaping and propagating ideas 
and for developing civilization have allowed 
science and religion to become antagonistic, with 
results disastrous to them both and devastating 
to the life of men’. The first four lectures 
attempt to trace the history of the feud be- 
tween science and religion, and the second four 
consider how, if at all, the feud may be stopped. 
Judging Dr. Raven’s book as a scientist, it must 
be recommended only for those concerned with 
such matters, who have read other works on the 
same subject. It is not easy to read and will 
appeal more to the theologian than to members 
of our profession. One specific criticism must 
be made. One feels constantly that the author’s 
viewpoint is too English.” F. J. Van Antwerpen. 

Read, William Thornton. Industrial 
chemistry. Ed.3. 63lp. 1943. Wiley, New 
York, 

Drug and cosmetic industry, Jan. 1944, p.73. 


col. 

“The preparation of this book was undertaken 
at a time when normal commerce and industry 
are disrupted. Certain chemical information is 
not available or cannot be published for obvious 
reasons. The purpose of the book therefore, is 
to present, as far as possible, a picture of in- 
dustrial chemistry as it was at the beginning of 
the year 1942. Contents: The Relation of 
Chemisty to Industry; The Work of Chemists 
and Chemical Engineers; Chemical Organiza- 


tions; Sources of Information; Analytical Con- 
trol in Chemical Industry ; Chemical Economies ; 
Unit Operations and Equipment; Materials of 
Construction; Units and Calculations; Water, 
Fuel, and Lubricants; Sulfur and Sulfuric 
Acid; Fixed Nitrogen; Silicate Industries; 
Sodium, Calcium, and Magnesium Compounds; 
Mixed Fertilizers; Hydrochloric Acid; Electro- 
chemical Industries; Metallurgy; Petroleum; 
Animal and Vegetable Oils, Fats, and Waxes; 
Carbohydrate Industries; Protein Industries ; 
Rubber; Coal Products; Drugs, Dyes, and Plas- 
tics; Explosives; Protective Coatings.” F 

Reed, Albert A. Radio education pio- 
neering in the Mid-west. 128p. 1943. Mead- 
or, Boston, 

School science and mathematics, Feb. 1944, 
p.194. 11 1. 

“Presents a comprehensive review of the early 
work in radio education in the middle western 
area of the United States. Special attention has 
been given to the development of radio educa- 
tion in the following states: Iowa, Kansas, 
Minnesota, Missouri, Nebraska, North Dakota 
and South Dakota. A chronological develop- 
ment of radio education in the various institu- 
tions in these states is presented. The book 
will be of particular interest as historical mate- 
rial inasmuch as the pioneer work in radio 
education is carefully outlined. It also reveals 
the trends in types of programs presented for 
the past two decades. Mr. Reed is to be com- 
mended for his painstaking efforts in bringing 
together this valuable information.” W. A. 
Eggert. 


Reed, Alfred C., & Geiger, J. C. Hand- 
book of tropical medicine. 188p. 1943. Stan- 
roy A Univ. Press, Stanford Univ., Calif., 


mae journal of public health, Jan. 1944, 
col 
“The authors have attempted to summarize 


_the most important clinical, laboratory and pre- 


ventive aspects of tropical diseases in this 
pocket volume . .. Such a task is extremely 
difficult and the authors have succeeded mod- 
erately well in their attempt ... Will serve a 
useful purpose for civilians and military phy- 
sicians who do not have larger and more exten- 
sive works on tropical medicine available. Un- 
fortunately there are no illustrations in the 
book which limits its use for those interested in 
the diagnosis of tropical diseases by laboratory 
methods. The treatment of each disease is 
briefly covered and in general —, drugs 
and dosages are employed.” H. Brow 
medical journal, 1944, "p.542. 
4 

“This small but excellent handbook contains 
a brief but satisfactory epitome of standard 
information concerning tropical diseases 
Designed not only as an authoritative guide to 
the subjects treated but as a potent incentive 
and stimulus to further reading, study, and in- 
vestigation. A working knowledge of the in- 
formation contained . .. is an absolute neces- 
sity for those physicians representing the vari- 
ous military and naval services, and is likely 
to prove equally essential to the majority of 
civilian physicians in a postwar world. It is 
common knowledge that many men in military 
service have already returned to the United 
States infected with diseases of the Tropics. 
It is reasonable to believe that the practicing 
physician must increase his knowledge concern- 
ing such maladies.” 

Regan, Louis J. Medical malpractice. 
256p. 1943. Mosby, St. Louis, $5. 

Journal of the American Medical Association, 
Jan. 22, 1944, p.266. % col. 

“The emphasis that the author gives, in the 
concluding chapter of this book, to what he 
terms malpractice prophylaxis following an un- 
usually informative and understandable pres- 
entation in earlier chapters of various types of 


| 
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malpractice claims, justifies the recommendation 
that every physician should read this book, par- 
ticularly chapter 15 dealing with the prevention 
of malpractice suits ... In the earlier chapters 
the author presents innumerable examples of 
malpractice claims that have been made against 
physicians, intelligently ouped and based on 
actual court cases to which citations are given 
. .. A worthwhile book.” 


Penns — medical 

col. 

“Designed primarily to guide the physician or 
dentist in informing himself of his legal obliga- 
tion to his patient and to learn the ways in 
which he may safeguard himself against mal- 
practice claims. Emphasis has been placed on 
the prevention of such claims arising . . . Di- 
vided into fifteen sections or chapters, each of 
which discusses some different problem. Court 
decisions, then, are used to illustrate the points 
discussed and to emphasize the varying and con- 
trary decisions in regard to particular points 
. . . Well indexed; one index covers the sub- 
ect matter and another the cases cited... 

erits addition to the library of each practicing 
physician for study as well as for reference.” 


Rigler, Leo G. Outline of Roentgen 
diagnosis; an orientation in the basic prin- 
ciples of diagnosis by the Roentgen meth- 


journal, Jan. 


oe Ed.2. 1943. Lippincott, Philadelphia, 
6.50. 

lwania medical journal, Feb. 1944, 
p.542, col. 


“Is exactly what the title indicates F 
Represents a comprehensive outline of roentgen 
diagnosis, and is an excellent book for the stu- 
dent in radiology, or for the general practitioner 
who wishes to learn briefly diagnostic criteria 
of various diseases ... In addition to the text, 
the author has included 227 well-chosen illus- 
trations and diagrams. The author is an ex- 
perienced radiologist who has a large practice. 
He is entirely competent to judge the type of 
cases with which the average practit‘oner is 
confronted. The publishers are to be con- 
gratulated on the type of print and the illus- 
trations. The print is readable and not tiring 
t» the eyes. The negative half-tones of the 
illustrations are excellent.” 

Sagle, Lawrence W. Book of rules for 
model railroaders. 192p. Model Craftsman 
Pub. Corp., Ramsey, N. J. 

Model craftsman, Feb. 1944, p.50. % col. 

“No model railroad worth its salt can operate 
without reference to this ‘book of rules’... 
(The author] has carefully compiled all of the 


essential railroad rules and orders, and specially | 


edited them to suit the needs of the model rail- 
road operator . . . The appendix contains valu- 
able information for every model rail fan who 
aspires to run his road like the ‘big fellows.’ 
Some of the important topics covered are— 
Rules for movement by train orders; Directing 
a Train to Pass or Run Ahead of Another Train ; 
Giving Right Over an Opposing Train; Time 
Orders; Extra Trains; Holding Order; Annuling 
an Order; Block Signal Rules—(with special 
drawings of all the different signals and their 
meanings), ete. . . . An elaborate index enables 
the student to instantly locate any specific rule 
or order form. This is the most complete book 
your reviewer has seen, and it can be con- 
fidently recommended to every one who operates 
a model railroad—from the smallest attic ‘sin- 
gle-track loop,’ up to the largest multiple-track 
system with numerous trains speeding over it.” 

Schaldach, William J. Coverts and casts. 


138p. 1943. A. S. Barnes, New York, $5. 
magazine, Jan.-Feb. 1944, p.61. 


“Every time I read a book on hunting and 
fishing reminiscences such as this one, I am 
again surprised how much information an orni- 
thologist can get from the sportsman. The 
writer has an exceedingly good style—not over 
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nostalgic or over masculine or over adventurous. 
The text is informative, humorous, descriptive, 
yet very simple and well organized. Mr. 
Schaldach’s illustrations are of various quality. 
The pencil drawings for the most part are too 
‘cluttered’ with detail, the ink sketches heavy 
handed. The full color ‘spot’ water colors, 
much the best, are handled simply and directly. 
This is really a very handsome gift book for the 
real sportsman.” Don Eckelberry. 

Schutt, William H. Time study en- 


oo 426p. 1943. McGraw, New York, 


Factory management and maintenance, Feb. 
1944, p.306. 12 1. 

“For use as a classroom textbook and as a 
handbook for time study engineers. Can also 
be used to tell the working man in the sho 
how time studies are made and figured, an 
why they are used. Shop production methods, 
machinery, and tools are explained, as well as 
the step-by-step study that should be taken on 
particular operations. Twenty-three time stud 
charts are included in a pocket inside the bac’ 
cover. ‘Questionnaire’ at end of each chapter 
helps reader to check his grasp of material 
covered in that subject.” 

Selwood, Pierce W. Magnetochemistry. 
287p. 1943. Interscience Publishers, New 
York, $5. 

Chemical and engineering news, Feb. 10, 1944, 
p.200. ¥% col. 

“Magnetochemistry is the application of mag- 
netic susceptibility and closely related quantities 
to the solution of chemical problems. The de- 
termination of magnetic moments has reached 
the stage of a routine laboratory procedure. This 
the author describes in great detail, followin 
with an exhaustive review from the time o 
Michael Faraday to the present, lending a deep- 
er understanding of the chemical valency and 
electronic structure of a great variety of in- 
organic and organic compounds.” 


Shaar, C. M., & Kreuz, F. P., jr. Manual 
of fractures; treatment by external skeletal 
_ 300p. 1943. Saunders, Philadelphia, 


Pennsylvania medical journal, Jan. 1944, 
p.414. 7 1 


“A book of directions for the use of the 
Stader splint . .. Very complete in detail and 
is well illustrated. There are also chapters on 
osteomyelitis in fractures, malunion, use of the 
splint in arthrodesis of joints, bone grafts, 
anesthesia, and x-ray study. The last three 
chapters relate to treatment of fractures at 
sea, 
Sherard, Esther Mayo Hodges-. 
Hodges-Sherard, Esther Mayo. 

Sigerist, Henry E. Civilization and dis- 
ease. 255p. 1943. Cornell Univ. Press, 
Ithaca, N. Y., $3.75. 

Science news letter, Feb. 5, 1944, p.95. 4 


col. 

“A bird’s-eye view of a vast and fascinating 
subject is given . .. In vivid, pungent style, 
the author speeds the reader over the course of 
history tracing the relation between disease and 
wars, social life, dress, literature, art, music, 
religion, philosophy, the law and economics. The 
book is based on the Messenger Lectures on the 
Evolution of Civilization which the author gave 
at Cornell University in 1940-1941. With its 
many interesting illustrations, it will serve not 
only to entertain and inform but doubtless to 
orient the reader for an approach to the prob- 
lems of disease and civilization that the post- 
war world will pose.” ; 

Smedley, Doree, & Ginn, Ann. Your 
career as a food specialist. 199p. 1943. Dut- 
ton, New York, $2.50. 

Journal of the American Dietetic Association, 


See 
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Feb. 1944, p.104. 1 col. 

“The title, ‘food specialist,’ is used broadly 
to cover the activities of women, trained at the 
college level in foods and nutrition, in the food 
industry field, in advertising agencies, as writ- 
ers for newspapers and magazines, on the radio, 
in hotels and restaurants, industrial cafeterias 
and airlines, as teachers, in hospitals, and finally 
as nutritionists . . . The book should serve to 
stimulate greater interest in an expanding and 
promising field of activity for which, like nurs- 
ing, women are ideally fitted.” 


_ Smoke Prevention Association of Amer- 
ica. Manual of instructions on proper fir- 


ing methods. 58p. 1943. The Association, 


139 N. Clark St., Chicago, 25c. 
‘tad plant engineering, Feb. 1944, p.190. % 


col. 

“In this manual are eight complete papers 
written by well known engineering authorities 
in the combustion field, selected for their per- 
manent value to fuel users by officers of the 
Smoke Prevention Association of America. The 
list includes: Preventing Spontaneous Combus- 
tion in Stored Coal, by J. F. Barkley; How to 
Reduce Smoke From Hand-fired Furnaces, by 
A. P. Kratz, J. R. Fellows and J. C. Miles; The 
Service Engineer, by Stewart Orgain and Phil 
Edwards; Underfeed Stokers, by BE. H. Smith; 
Practical ae of Statistical Methods for 
Controlling Coal Quality, by Henry F. Hebley; 
Overfire Air Performance Applied to Stationary 
Plants, by H. C. Corroll; The Modern Spreader 
Stoker, by Otto De Lorenzi, and Chain Grate 
Stokers, by Frank X. Gilg. Engineers will find 
in this book valuable instructions for the selec- 
tion and care of fuel, operation and maintenance 
of fuel burning equipment and information on 
the process of combustion.” 


Sperling, A. P. Know your hay fever. 
421p. 1943. Fell, New York, $2. 

Journal of the American Medical Association, 
Jan. 15, 1944, p.199. % col. 

“For the ecg who wants to know a great 
deal about hay fever this is a good book. It 
probably contains more information than many 
patients will want or need, but it is unlikely to 
disappoint any patient who looks through it 
for an answer to a question raised by his ex- 
perience as a hay fever victim ... In general 
the material is excellent. It could have been 
presented more effectively in fewer words, and 
there is a question whether some of the more 
technical aspects have a true place in a book 
written for lay consumption.” 


Spicer, W. M., and others. General 
chemistry problems. 120p. 1943. Wiley, New 
York, $1.25 

Canadian chemistry and process industries, 
Jan. 1944, p.54. % col. 

“One of the main difficulties faced by students 
of elementary chemistry is that of working 
problems, This difficulty is usually not so much 
one of actual mathematics, as due to a lack of 
understanding of the underlying principles upon 
which the problems are based, and a tendency 
to work problems by a mechanical process 
rather than by logical reasoning. This book is 
based on the assumption that all education is 
self-education, and that working of problems 
should involve rigorous and exact reasonings 
from a premise (law, definition or assumption) 
to a conclusion. In order to attain this end in 
the working of problems, the student is required 
to justify each step in writing by reference to a 
law or definition, or by mathematical reasoning 
soci Contains problems to illustrate various 

hases of chemistry, such as the gas and Raoult’s 
aws, chemical equation, equilibrium constants, 
conversion of units, ete... A set of 118 review 
problems are included ... . for which no answers 
are provided.” 

Steel Improvement and Forge Company. 
Improvements of metals by forging. 36p. 


The Company, Cleveland. 

Industrial gas, Feb. 1944, p.28. % col. 

“Employing charts, photographs and detail 
drawings, this reference data book presents 36 
pages of factual working information . .. Con- 
tains technical data on types of forgings, forg- 
ing design principles, forging processes, the 
metallurgy of forging and a section devoted 
entirely to metal specifications and physical 
properties of various widely-used steels.” 

Stelson, Hugh E., & Rogers, H. P. Com- 
mercial algebra. 283p. 1943. Macmillan, 
New York, $2.50. 

Journal of business education, Jan. 1944, p.33. 


% col. 

“Students of business statistics, finance, and 
accounting generally need preparatory training 
in the elements of mathematics. This book is 
planned to meet this need. The nature of sta- 
tistics is such that the student cannot make 
desirable progress unless he has had suitable 
training in algebra. The same is true to a con- 
siderable extent in learning finance. To meet 
this need, as opposed to the needs of those 
going into engineering and allied fields, this 
text has been designed. The emphasis has been 
placed on business applications. Percentage 
buying and selling, interest both simple an 
compound, and installment buying are given 
detailed attention. A review of the essentials 
of algebra is given as a basis for further learn- 
ing. While some formal aspects of the subject 
have been omitted, the ability to manipulate 
formulas has been emphasized . . . Planned to 
meet a variety of purposes. ‘Therefore, it can 
be used as a beginning text or as the basis for 
an advanced course based upon previous training 
in algebra.” 

Stern, Kurt, & Willheim, Robert. Bio- 
chemistry of malignant tumors. 95lp. 1943. 
Reference Press, Brooklyn, $12. 

American journal of pharmacy, Jan. 1944, 
p.43. col. 

“Represents the most extensive survey of the 
results of biochemical cancer research as yet 
published in the English language. ‘The litera- 
ture of the last twenty-five years, up to the 
beginning of 1942, is systematically covered. 
The term biochemistry is used in a broad sense. 
In addition to chapters on inorganic, organic 
and physical chemistry, enzymes, nutrition and 
metabolism, the book includes sections on im- 
munology, endocrinology, biochemistry of tumor 
origin and tumor growth, and chemical and 
biological diagnosis of cancer. Emphasis is 
placed upon providing detailed objective infor- 
mation as to the results and opinions of the dif- 
ferent investigators in these fields although ef- 
forts are made to reconcile contradictory state- 
ments or to enumerate reasons for the dis- 
crepancies. The great merit of this book lies 
in the completeness of the bibliography. As far 
as the reviewer is able to judge, there is no 
physical or chemical method of propagating, 
treating and diagnosing cancer that is not ade- 
quately discussed in this treatise. The short- 
comings are in the theoretical sections, espe- 
cially in the chapter on metabolism, where some 
errors and misinterpretations occur. While this 

should not be considered a critical review 
of biochemical cancer research and while it will 
not eliminate for the student of cancer the 
trouble of reading the _— papers and form- 
ing his own conclusions, it can be recommended 
as a highly desirable volume of reference for 
a, library of the cancerologist.” Otto Rosen- 


se chemist, Feb. 1944, p.10. 1 col. 

“Main emphasis has been placed on the work 
of the last twenty-five years. The literature 
has been systematically covered thru 1941 and 
part of the first half of 1942. Nearly 5,000 
references are cited . . . There are no illustra- 
tions, practically no formulas or tables. Each 
chapter, however, is completed with the authors’ 
summary ... In spite of the extensive work 
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on the cancer problem as reviewed in this book, 
one is faced with the inescapable conclusion that 
a great deal remains to be done and that much 
of the data, in the words of the authors, are 
‘difficult to evaluate because of (their) frag- 
mentary character’.” P. M. Ruoff. 

Stevenson, Robert Scott. Ear, nose and 
throat in the services. 116p. 1943. Oxford, 


New York, $1.50. (Oxford war manuals.) 

Journal of the American Medical Association, 
Jan. 29, 1944, p.828. 11 1. 

“The author intended this manual as an aid 
for the average medical officer in the various 
military services as well as for those in civil 
life who may be called on to care for war 
casualties on the home front. Although the 
well trained otologist might read this work with 
no more than casual interest, it would if care- 
fully studied be of great use for the others 
mentioned. The author writes well; he tries 
to discuss only what is essential, and he has 
adorned his little manual with drawings made 
presumably by himself. The size, furthermore, 
recommends it; fitting the coat pocket easily, 
it can be read in moments snatched from duty.” 

Strain, Frances Bruce. Your child, his 
family and friends. 210p. 1943. Appleton, 
New York, $2. 

. jaca journal of nursing, Feb. 1944, p.195. 
col. 

“Every parent, teacher, and nurse should be 
familiar with the contents of this book. The 
pediatric instructor will find it an excellent 
addition to her personal library. It will be 
most helpful to her in teaching the units on 
child development. It should be required read- 
ing for all student nurses assigned to the 
pediatric department and nursery school.’ Adele 
G. Stahl. 

Stricker, A. H. Seven steps toward sim- 
plified office procedure. 150p. 1943. Mc- 


Graw, New York, $1.75. 

American business, Jan. 1944, p.48. 1% col. 

“Twenty-six years ago Mr. Stricker began 
tak ng office jobs apart, ——— them, study- 
ine them to see why apparently light office jobs 
created so much fatigue, why errors were so 
frequent, why output seemed so small. What 
he learned in this time is compressed into a 
small book . . . Yet in this book is a sound 
philosophy of office management which warrants 
the most careful attention of every employer 
or manager of officer workers ... What Stricker 
has done with office work compares with what 
Taylor and other manufacturing leaders did 
with production jobs many years ago. His book 
is needed by every office executive.” 

Tarshis, Elizabeth Kent. Look at 


cs 96p. 1942. McBride, New York, 


Rural electrification news, Dec. 1948, p.22. % 


col. 

“This book, written for all young Americans, 
describes in an appealing and colorful manner 
the things that make America the wonderful 
country it is . . Tells about its farms and 
factories, its land and crops, its rivers and 
roads, how people live, work and play in every 
section of the country. How electric power is 
generated and sent over wires to serve people 
everywhere, is well integrated throughout this 
story. There’s an excellent description of the 
use of the dams to make electric power for the 
farmers, to irrigate arid lands and bring them 
to life . . . Its illustrations done in color are 
particularly interesting and informational.” 

Tauber, Henry. Enzyme technology. 


275p. 1943. Wiley, New York, $3.50. 

Chemist, Jan. 1944, p.33. 1% col. 

“This presentation of a summary of the chem- 
istry of enzymes and their many practical ap- 
plications fills a need. The various applications 
of yeast for beer and alcohol and yeast for 


medicinal purposes are interestingly written. 
Various sources of alcohol are discussed at 
length, and theories are given. Mold fermenta- 
tions for the production of citric acid, gluconic 
acid, gallic acid, dextrolactic acid and the 
penicillins are discussed . . . The production of 
enzymes from bacterial and mold growths of 
animal and plant sources is discussed with in- 
dustrial and clinical applications . .. Brief 
chapters treat of textile, leather, and tobacco 
industries. The estimation of vitamins by micro- 
biologic methods is followed by a fair index. The 
enthusiastic approach to the subject of enzymes 
— the book a source of information and 
eas,” 

Isotopics, Feb. 1944, p.24. % col. 

“Should prove a valuable addition to the 
literature of the many fields of activity in which 
enzymes play an important role [sic]. It is the 
intention of the author to present ‘practical 
material concerning the use of enzymes in in- 
dustry, their preparation, and their use in 
medicine.’ Part of the book is devoted to the 
commercial preparation of organic compounds 
by fermentation. The book supplements an 
earlier publication by the author, ENZYME 
CHEMISTY .. . Each subject is discussed in 
detail, with special emphasis given to the many 
variables influencing a process. Detailed re- 
cipes and methods of estimation are given, and 
numerous illustrations, diagrams and flow sheets 
are included. Each chapter is followed by an 
extensive list of references. The organization 
. . . and the author’s literary style are espe- 
cially to be commended.” H. 8S. Halbedel. 

pa textile monthly, Feb. 1944, p.90. % 
col. 

Taylor, Louie S. Successful soldering. 
76p. 1943. McGraw, New York, $1. (Mc- 
Graw-Hill practical manual.) 

Electrical contracting, Feb. 1944, p.130. % 


“An attempt has been made to treat the sub- 
ject in a clear, concise, understandable manner 
and to give the necessary directions and in- 
structions so that the least experienced person 
can learn to solder ... Definitely a ‘how-to’ 
book. Many illustrations provide the reader with 
visual explanations. The data given will also 
aid the experienced workman in choosing the 
right materials and methods for any special 
soldering work he may encounter . . . Covers the 
fundamentals of the process, and then takes up 
in detail the various types of ‘solders, showing 
the purpose and correct uses of each. It then 
covers the special problems of soldering various 
metals such as black iron, zine, tin, stainless 
steel, copper, aluminum, pewter, brittania metal, 
and lead, devoting a separate chapter to each.” 

Radio-craft, Feb. 1944, p.319. % col. 

“A short treatise on the ... art of soldering, 
directed to students of industrial art work in 
the public schools and other individuals inter- 
ested in craftwork, this little book may be of 
value to the numerous persons in military and 
civilian life who have recently become acquaint- 
ed with the soldering iron. The various types 
of fluxes, both for hard and soft soldering, are 
completely described, together with methods for 
making them up. The soldering bit is pictured 
and described in its several forms, and the new 
eraftsman instructed in its use. ‘The various 
types of solders are then discussed. An inter- 
esting chart of the melting point for tin-lead 
solder of all proportions appears in this section. 
A discussion of the different sources of heat for 
soldering closes this portion of the book .. . 
The student is then instructed in the technique 
of soldering such metals as black iron, zine and 
galvanized iron, tin plate, stainless steel, copper 
and copper alloys, aluminum, tin and pewter, 
and lead .. . Fully illustrated with a large 
number of very good half-tones.” 

Radio news, March 1944, p.113. % col. 

“Treats the subject in a clear, concise, and 
understandable manner, and gives the necessary 
directions and instructions so that the least 
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experienced person can learn to solder... 
Many clear illustrations are included to assist 
in understanding the text, and the information 
given will aid the experienced workman in 
choosing the right materials and methods for 
any soldering work he may encounter.” 


Thorpe, William Veale. Biochemistry 
for medical students. Ed.3. 476p. 1943. 


Williams & Wilkins Co., Baltimore, $4.50. 

Journal ~ | chemical education, Feb. 1944, 
p.102. % col. 

“Restrictions in the use of paper are said to 
have governed the size of this little book, but 
they have not ‘cramped its style’ or usefulness, 
for here we have a_ beautifully compressed, 
fairly brief, fully modern presentation of the 
subject of normal human biochemistry. The 
preface ... gives a lucid and honest evaluation 
of it. ‘The aim of this book is to present an 
account of the biochemical processes: known to 
occur in the healthy human body (supplement- 
ing recommended text-books of Physiology)’ ... 
‘A considerable amount of new material has, 
however, been incorporated by rearrangement of 
the text. In response to frequent requests a 
short chapter on the Chemistry of Respiration 
has been added.’ The author has ‘tried to pro- 
vide what the medical or dental student may 
want to know and to omit that which he is never 
likely to require’.” David Lyman Davidson. 

Journal of the American Medical Association, 
Jan. 15, 1944, p.199. 9 1. 

“This synopsis of biochemistry, intended to 
be complementary to textbooks of physiology, 
contains sufficient material in condensed form 
to enable one to understand 2" and 
biochemical processes. On one hand it con- 
tains much information for its size, on the 
other it lacks important details which would 
excite interest in reading. Cross references help 
to keep the book concise. It is a good attempt 
to give an outline of biochemistry to medical 
students in order to facilitate study for ex- 
aminations.” 

Timber Structures, Incorporated. En- 
gineering in wood. 48p. The Author, 535 
Fifth Ave., New York, gratis. 

Contractors and engineers monthly, Dec. 19438, 
p.31. % col. 

“[Discusses] the structural features of wood 
and its use in a wide variety of services, par- 
ticularly in the war effort .. . Outlines the 
engineering, prefabricating and construction ser- 
vice which this firm can render to engineers, 
architects and contractors in supplying their 
needs in prefabricated lumber for the erection 
of structures of various types and sizes ... 
—— of ‘Engineering in Wood’, a feature of 
which is the large number of illustrations show- 
ing wood structures of many types for a wide 
variety of services, may be secured by interested 
contractors and engineers.” 

Tomkins, Silvan S., ed. Contemporary 
psychopathology; a source book. 600p. 1943. 
Harvard Univ. Press, Cambridge, Mass., 


5. 
American journal of nursing, Feb. 1944, p.197. 

col. 

“The author ... has selected articles of in- 
terest to the student of abnormal peyehele 
and has assembled them in book form. is 
purpose is to make information available on 
recent developments in this field. The author 
makes no claim for comprehensiveness but in- 
stead has selected material that he considers 
essential for a more adequate understanding of 
abnormal psychology .. . Published primarily 
for students of courses in abnormal psychology 
. . . Intended for use as a reference source... 
The use of this volume as a textbook or refer- 
ence in the basic nursing course is limited. 
However, graduate nurses interested in psychia- 
try or abnormal psychology will find it well 
worth reading.” Anthony J. Mannino. 

Journal of the American Medical Association, 


Dec. 25, 1948, p.1147. % col. 

“Represents a successful and valuable com- 
pilation of contemporary studies in psycho- 
pathology. Contributions to the literature ke 
fifty-four different authors are printed in full 
without comment. The reader is free to form 
his own judgments. Material is presented rela- 
tive to problems of childhood, psychoneuroses, 
schizophrenic psychoses, psychosomatic medicine 
and experimental psychopathology. It is evi- 
dent that careful thought was given to the 
choice of each paper included. The editor has 
wisely chosen those contributions which stress 
the dynamic approach to problems of human 
behavior. hile there are many more excellent 
contributions in the literature to all the fields 
covered, the editor had to choose those which 
he considered representative . . . Although, as 
the editor states, ‘This volume is designed for 
courses in abnormal psychology,’ it is unre- 
servedly recommended to all students of psychol- 
ogy and psychiatry. As a reference book it is 
unequaled.” 


Uvarov, E. B. Dictionary of science. 
192p. 1943. Penguin, New York, 9d. net. 

Endeavour, Oct. 19438, p.161. % col. 

“This dictionary, compiled by a competent 
scientific lecturer, has been specially designed 
to help all those ap or interested in, 
science. The majority of its definitions apply 
to physics, chemistry, and mathematics; and 
many cross-references will prove most helpful 
to readers. The suggestion might be ventured 
that in a later edition certain terms, for in- 
stance alembic, alkahest, astrolabe, and phlogis- 
ton, should give way to modern ones such as 
electron-volt, photo-electron, the Compton and 
Raman effects, etc. This, however, is a minor 
point and purchasers of this compact little 
volume will find . excellent value for their 
money.” M. Beadnell. 

Journal of scientific instruments, Dec. 1943, 
p.197. % col. 

“The aim has been to define and explain, in 
the first place, scientific terms which a layman 
may meet in the course of his reading, and sec- 
ondly, such terms in elementary chemistry, 
mathematics and —— as a student of these 
subjects is most likely to encounter. In either 
case it is very rarely that an explanation is 
sufficient in itself, and a great deal of cross- 
reference has been necessary. It is hoped that, 
when correctly used, this book may be of real 
assistance to the student, not as a substitute 
for text-books, but in providing explanations 
which are readily accessible. For the layman, 
an attempt has been made to explain more fully 
than a ‘dictionary’ as such ought to do, while 
keeping the explanations more compact than in 
an encyclopaedia and more independent than in 
the conventional type of text-book.” 

Vogel, Hans. Utilization of brewers’ 
yeast; translated from the German by 
Frank T. Schmidt. Schwarz Laboratories, 
New York. 

Brewers journal, Jan. 15, 1944, p.66. %4 col. 

“The original book was published in 1939, and 
the publishers make it clear that ‘science has 
made such strides that parts of the book are 
already outdated. This is especially true of 
certain of the values given for the vitamin con- 
tent of various foods.’ While there are other 
reservations, the publishers feel that there is 
much of value in the book for those who ap- 
— the great of utilizing the 
y-product yeast in American breweries.” 

Wagener, Albert M., & Arthur, H. R. 
Hand tools. 174p. 1943. Van Nostrand, 
New York, $1.75. 

Factory management and maintenance, Feb. 
1944, p.308. 10 1. 

“Prepared as a guidebook to shop tools for 
the new worker and for the older worker who 
has been upgraded. No attempt is made to 
instruct in the use of the tools; the book is 
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concerned rather with the quantities 
of small tools that are used in every factory 
and shop. A few lines of explanation, a sketch, 
and the name are given for each tool to dis- 
tinguish it from others that are similar in func- 
tion and appearance.” 

Oil and gas journal, Feb. 24, 1944, p.109. %& 


col. 

“Intended to serve the beginning shop work- 
er in identifying the quantities of small tools 
that are used in every factory and shop.” 

Walker, Harry C. The human element 
in supervision. 128p. 1943. Cullom & Ghert- 
ner Co., 309 Fifth Ave. N., Nashville, Tenn., 


85c. 

Telephony, Jan. 22, 1944, p.32. 1% col. in- 
cluding another review. 

“There are 11 chapters, with sub-titles as fol- 
lows: Chapter I, The Social Nature of Super- 
vision; II, An Understanding of Human Feel- 
ings; III, An Understanding of Human Be- 
havior; IV, An Understanding of Social Group- 
ings; V, An Understanding of Antecedents; VI, 
An Understanding of Self as a Social Factor; 
VII, The Establishment of Relationships; VIII, 
The Technique of Looking and Listening Intel- 
ligently ; IX, Determination of Causes and Their 
Relation to the Job; X, Prevention of Human 
Problems, and XI, Foreman Conference Plans. 
The purpose of the book is to help the foreman 
and supervisor with the problems of human 
thought and action that constitute the vast 
majority of his responsibilities and which cause 
him the most worry by a simple direct analysis, 
with some suggestions for a plan for exchanging 
experiences with others who gave similar prob- 


lems.” 
Walker, Harry C. The technical ele- 
ment in supervision. 130p. Cullom & 


Ghertner Co., 309 Fifth Ave. N., Nashville, 


Tenn., 90c. 

Telephony, Jan. 22, 1944, p.382. 1% col, in- 
cluding another review. 

“Has . 12 chapters discussing the follow- 
ing subjects: Chapter I, Technical Element of 
the Foreman’s Job; II, The Foreman and Pro- 
duction: L11, Supervision of Tools and Equip- 
ment; IV, Methods; V, Objectives and Stand- 
ards; VI, Job Planning and Layouts; VII, 
Safety Planning; VIII, Training on the Job; 
IX, The New Foreman and His Problems; X, 
A Graphie Analysis of the Foreman’s Job; XI, 
Check List for a Good Job; XII, Foreman Con- 
ference Plans.” 

Wandless, Edgar G. Story of the rubber 
life raft. 64p. 1943. New York Rubber 
Corp., Beacon, N. Y. 

India rubber world, Jan. 1944, p.417. % col. 

“The evolution of the rubber life raft, un- 
known in World War I, is an engaging story as 
told in this small volume . .. The development 
of the rubber life raft during the past 25 years, 
the evolution of the automatic and instantaneous 
inflating device, and accessories are described 
by the author. One chapter gives an account of 
several thrilling rescues at sea.” 


Ware, W. F. Introduction to the prin- 
ciples of flight. 1943. Macmillan, New York, 
3s 


Journal of the Royal Aeronautical Society, 
Jan, 1944, p.24. 4 p. 

“In his preface the author implies that this 
book is for schoolboys and cadets, but, unless 
used in class (for which it is eminently suit- 
able), we think that it would prove hard read- 
ing for the majority of them. The standard 
presupposed is at least that of matriculation. 
Instructors, however, would find it most useful 
when preparing lessons and lectures, or setting 
homework. Each chapter ends with questions 
aimed at finding out whether the student has 
really understood the principles involved .. . 
After an introduction giving general informa- 


tion about the atmosphere, the subject of stream- 
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lining is discussed ; 
aeroplane are dealt with at some length; ex- 
cellent diagrams and tables illustrate the effect 
of flaps and slots; subsequent chapters refer to 
stability and control, the effect of wind on an 
aeroplane in flight, forces and accelerations dur- 
ing aerobatic mancuvres, airscrew theory, and 


the forces acting on an 


altitude effects . . . Fully illustrated with good 
photographs and diagrams.” 

Waring, P. Alston, & Teller, W. M. 
Roots in the earth; the small farmer looks 
ahead. 202p. 1943. Harper, New York, $2.50. 

rcs of forestry, Feb. 1944, p.147. 2% 
co 


“Brief, well written, and inspiring . .. Rich 
in information and philosophy. It has an en- 
gaging free-flowing style which makes reading 
it a pleasure. Controversial questions are dealt 
with frankly and the authors’ own viewpoints 
are set forth with the simplicity that carries 
conviction. It is truly a book of great signifi- 
eance.” Hardy L. Shirley. 

Rural electrification news, Jan. 1944, p.16. 


col. 

“Written by men who obviously have a love 
for farming as a way of life . . . Not directed 
at the gentleman farmer nor at those who regard 
the farm as they would any other business 
enterprise . . . To those who wish an under- 
standing of the farm situation as it affects the 
little man and his family, to those who seek a 
clear picture of the small farmers problems and 
what can be done to solve them, Roots in the 
Earth is a book to read. The reviewer is biased 
in favor of the book, perhaps, by the author's 
views on rural electrification. They point up 
very aptly the importance of electricity both in 
living and working, and the aid REA and its 
rural electric cooperatives have furnished in 
bringing power to the land.” 

Soil conservation, Feb. 1944, p.190. 1 col. 

“It is one of the most searching books about 
America that I have read for quite a while... 
[It] isn’t what you might judge from the title. 
It isn’t a treatise on plants, nor is it a book 
on ‘how to be a farmer’ in the usual sense of 
telling what and how to plant, what to do at 
lambing time, and so on. It is distinctly not a 
back-to-the-land book. Anything but—and you'll 
see what I mean when you read it. Instead of 
doing anything so obvious, Mr. Waring and 
Mr. Teller discuss the fundamental problems— 
social, economic, agronomic, and _ political— 
which beset the great majority of American 
farmers, the men and women who operate the 
country’s ‘family-size’ farms—the men and wom- 
en who have roots in the earth because they 
love their land. They discuss these problems, 
and their causes and effects, with frank par- 
ticularity, and tell what they think is necessary 
to solve the problems . .. On the subject of 
soil conservation, ROOTS IN THE EARTH 
is sound, as might be expected from writers who 
are also practical conservationists themselves 
. .. The book is not for farmers alone, although 
It is a book for 
all Americans who want American [sic] to 
move forward instead of backward, and become 
a better place for people to live in.’ William 
Clayton Pryor. 

Weingart, C. W. Pyrotechnics. 220p. 
1943. Chemical Pub., Brooklyn, $5. 

arr and engineering news, Feb. 10, 1944, 


“A new book which treats pyrotechny as a 
eraft rather than an art. It covers the civil 
and military field of this subject and contains 
many details and techniques of the trade which 
cannot be found elsewhere.” 

Whalley, Muriel E. Abstracts on syn- 
thetic rubber. National Research Council of 
Canada, Ottawa, $2 each. 

pt.l. Articles. 362p. 

pt.2. Patents. 200p. 

Rubber age, Jan. 1944, p.366. %4 col. 
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“This publication, arranged in two parts for 
convenience of reference, contains a selection of 
abstracts dealing with processes of manufacture 
of the various synthetic rubbers and related 
subjects and the properties which have been 
recorded for the unvulcanized and, to a lesser 
extent, the vulcanized material. Abstracts cov- 
ering uses have also been included, but in this 
case the selection has been based chiefly on the 
characteristic properties of each particular type 
of synthetic rubber.” 


Wilkinson, Oscar, & Wilkinson, R. W. 
Strabismus; its etiology and treatment. Ed. 
2, revised. 369p. 1943. Meador, Boston, 


Journal of the Medical Association, 
15, 1944, p.198. %& 

up to Sate, including discus- 
sions of the recent literature and other evidence 
of a modern attitude toward the subject. The 
historical remarks and discussion of anatomy 
and physiology of the ocular muscles cover the 
standard material on these subjects. Various 
theories of etiology are discussed, the author 
favoring an innervational disturbance as the 
most important factor in concomitant squint 

. While devoting considerable space to orthop- 
tie training, he seems to depend greatly on 
surgery in treatment. He properly emphasizes 
the value of very early diagnosis and treatment, 
including when necessary . 
= format s up to modern stand- 
ards.” 

Willard, Hobart H., & Diehl, Harvey. 
Advanced quantitative analysis. 457p. 1943. 
Van Nostrand, New York, $4.75. 

Industrial and engineerin "chemistry 
ical edition, Feb. 1944, p.145. 1% col. 
another review. 

“Meant to serve as a textbook for advanced 
courses given to those taking graduate training 
in chemistry. It is called a companion volume 
to ‘Elementary Quantitative Analysis’ by Wil- 
lard and Furman and is written on the assump- 
tion that the student is already familiar with 
the fundamental theory and common operations 
of quantitative analysis as found in that volume. 
There are frequent references to the earlier 
book . . . The book § somewhat unusual in its 
general treatment of the subject . . . Contains 
very little of physico-chemical theory and 
stresses instead factual chemistry pertinent to 
the analysis of the elements ... Written as a 
textbook of chemical rather than physico-chem- 
ical or instrumental methods, although a few 
topics in the latter category (electrodeposition, 
potentiometric titrations, and colorimetry) ~ 
{included . .. Although written for use as 
text, the book should also be a useful addition 


analyt- 
neluding 


to the reference shelf of the analytical chemist.” 
R. P. Chapman. 


Williard, Lester R. Fundamentals of 


electricity. 351p. 1943. Ginn, Boston, 1.24. 
Science, Jan. 21, 1944, p.60. 2% col. in- 
cluding other reviews. 

“Written for use in training in high school. 
Upon finishing this course together with the 
courses regularly taken by the = -school stu- 
dent, the trainee will have a bac a upon 
which he can build a thorough training in any 
of the many branches of re It fits 
nicely as the first course in a ty for the 
boy who will continue in one of the several 
vocational training courses in electricity. Its 
use as a basic pre-induction training for the 
several technician ratin - in the Army is quite 
natural. The specialized training given to these 
men in the Army itself is far more satisfactory 
when it is preceded by a general course in the 
basic fundamentals of electricity.” Carl C. 
Chambers. 


Wilmer, Harry A. Huber the tuber; a 
story of tuberculosis. Ed.2. 83p. 1943. Na- 


tional Tuberculosis Assoc., New York, $1. 

Journal of the saree Medical Association, 
Jan. 15, 1944, p.199. 

“This” book, originally in 1942, has 
been taken over by the National Tuberculosis 
Association and is ine circulated for the 
great value it possesses in educating the cas 
gag regarding this disease. John Kieran 
ound both educational and hilarious. Its 
cleverness makes the acquiring of knowledge 
regarding tuberculosis easy and interesting.” 


Witts, Alfred T. Worked radio calcula- 


tions. 126p. 1943. Pitman, London, 6s. 6d: 

Wireless world, Jan. 1944, p.20. 1 col. 

“The author has produced in this book an 
excellent little volume to accompany a standard 
text-book . . . Intended to help those wireless 
operators, service-men or students of radio (and 
they are many) who find difficulty in memorising 
and using formule to solve the problems hee d 
are likely to encounter. To this end the boo 
contains no text in the usual sense, but con- 
sists of a total of 302 numerical problems on 
radio matters, each very carefully worked out, 
the various — in each calculation being 
given in full. he problems, which are sup- 
plemented by occasional notes to explain subtle 
points or indicate alternative methods of pro- 
cedure, all depend for their solution on well- 
known formule, and several problems are de- 
voted to each, so that every formula is en- 
countered in several of the possible forms in 
which it can be applied in practice ... Should 
serve its purpose well and can be confidently 
recommended.” W. A. 
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